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THE WELDON RESOLUTION. 





HE resolution presented at the convéntion ot 
the Pennsylvania Association of Master 

Plumbers recently by Joseph A. Weldon, of 
Pittsburgh, has aroused’ considerable discussion 
among master plumbers over the country. 

That the master plumber, through the operation 
of the old Baltimore Resolutions, has in many cases 
been outdistanced as a merchant by other lines of 
trade, especially the hardware men, and the mail 
order houses, is the contention of Mr. Weldon. 

His resolution, the text of which follows, was 
adopted by the convention, and will be brought be- 
fore the National Convention in June by Mr. Wel- 
don, who was elected as a delegate. 

Whereas, the present condition of conducting business 
in general is radically different than it was at the incep- 
tion of the National Association of Master Plumbers, 

Whereas, conditions, particularly in the plumbing trade 
have been such that in spite of our loyal efforts to sup- 
port and maintain in spirit and letter the so-called “pro- 
tective” policy of the National Association, the plumbing 
business as a whole has been unprofitable and its future 
discouraging, be it 

Resolved, that this convention, through delegates to the 
next National: Convention, present a resolution authoriz- 
ing the Natidrtal President to appoint a commission to 
make such investigation that the National Board of Direc- 
tors may decide whether or not the rule prohibiting mem- 
bers from selling plumbing materials they do not install 
should be abrogated, and to advise as to any other change 
that will improve the present system; furthermore, that 
the expense of expert assistance be authorized if neces- 
sary to accomplish this end. 


Some tourteen months ago there appeared in 
“Domestic [¢*ngineering’™” a series of articles en 
titled “Plumbing for Profit,” written by a gentleman 
who has for years been in close touch with the 
trade in the east. In one of these the suggestion 
that the plumber should seil goods first and install 
afterward, was made 

His articles were not vouched for by “Domestic 
engineering; his ideas were his own, and an inv 
tation to the trade to comment on them through 
the columns of this paper was offered at the tim 

The publication of these articles, however, 
aroused the animosity of some otf the older mem- 
bers of the association, a few of whom had _ tor 
years been looked upon as wheelhorses of the or- 
vanization. 

Now, a year or more after this incidert, comes a 
man whom all agree has been a bulwark of strength 
in association affairs, as well as a successful bust 
ness man and suggests that the propriety of a 
change of front be fully investigated. 

“Domestic Engineering” has always opened its 
columns for a full discussion. of policies and con 
templated changes. Our columns are still open. 

It is not for us to advise—it is rather to be the 
means for a dissemination of know!edge and ideas 
that will make for better business men. 

“They builded better than they knew.” [et the 


good work go on. 


AID FOR FLOOD SUFFERERS APPRECIATED. 


Canton, Ohio, April 25, 1913 
“Domestic Engineering,” Chicago, Il]—I.wish to a 
knowledge the receipt of your check of $100 sent to me 
to be used in aiding our flood-stricken members. Kuind- 
ly accept the thanks of the officers of the Ohio State 
Association of Master Plumbers for your expression of 
sympathy and generous donation to our suffering mem- 
bers, which has come to me unsolicited. [ am unable 
to give you an expression of gratitude at this time, but I 
assure you that your donation will be gratefully received 
by our stricken members, and such interest as you have 
shown in their welfare can never be forgotten. Wish- 
ing your journal every success, I am, 

Yours respectfully, 

F. W. Sponseller, President. 








Plumbing in an Automobile Factory 


The Modern Factory is Now Designed to Promote Ethciency Among 
Employees, in Which Sanitation and Ventilation Play No Small Part 


By W. 


NOTABLE example of modern factory construc 
tion is the factory of the Ford Motor Company, 
at Highland Park, a suburb of Detroit. Michi- 
yan Since June, 1911, the floor space of each of the 
buildings has been more than doubled. The _ buildings 
are of fireproof construction, being of reinforced concrete 
throughout, excepting the one-story buildings, which have 
steel frames with reinforced concrete roofs. 
\ list of the manufacturing buildings with general di 
mensions follows 
Machine shops and assembling buildings, one-story and 
four-story, 643 ft. x 864 ft 
Heat treatment building, one-story, 363 ft. x 72 ft. 
foundry and pattern shop, one-story and two-story 
101 ft. x 148 ft | 
The total floor space in these buildings is approxi 
mately 24 acres in addition to the manufacturing por 
tion, there is a large boiler and producer plant, a gas 
power building and a large office building 
The toilet room equipment in all of the new parts ot 
the building consists of 
“Maxco” 


cast iron tanks, and enameled trough urinals. The tojlet 


“Iexpulso”’ bowls operated 1 
seat-actuated flushing apparatus, galvanized 
rooms in the older parts of the factory are now being 
torn out and new toilet rooms of the improved type are 
being built and provided with the equipment above men 
tioned 

The urinals are the procelain enameled trough type and 
are provided with automatic flushing tanks, space for one 
man at the urinals being provided for each two water 
closets 

High tank water closets are used in the second, third 
and fourth stories and the toilet rooms are placed ove 
each other, thus making it possible to ventilate three 
toilet rooms in a stack by means of an exhaust fan placed 
near the roof. These fans each have a capacity for a six 
minute air change in each toilet room. The air entering 
the toilet room in each case comes from the factory 
through a space approximately 8 in. high under each en 
trance door, the bottom of the door being cut off to pro- 
vide this space 

The one-story buildings are all of saw-tooth construc 
tion, excepting the heat treatment building, which has a 


double monitor root This provides sufficient height in 
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H. CHAPMAN, Sanitary Engineer 


all cases to permit the toilet room floors to be elevated 
above the main floor level, thus avoiding loss of floor 
space excepting the small space occupied by the stair- 
ways. The space under each toilet is generally used for 
a tool room or for storage. The floors of the toilet 
rooms are of reinforced concrete and are suspended from 
the roof trusses, the corners being supported on the col- 


umns by means of brackets 








Fig. 2.—Toilet Room in Core Room Under Construction, Parti- 
tions Not Yet Installed. 


The closets used in these toilets have low galvanized 
iron tanks and the bowls have 3% in. “Integro” vents. 
The closets are arranged in a double line, back to back, 
the lines being approximately 15 in. apart and an 11 itn. 
valvanized sheet metal ventilating line is installed in 
this space with a 3% in. connection to each bowl. The 
air is removed through the bowls by a “Sirocco” fan, at 
the rate of approximately 70 cubic feet per minute per 
ixture. The fan discharge in each case runs through the 
roof. The partitions are, in general , 144 in. pipe with 
railing fittings filled with No. 16 black iron extending 
to within 1 in. of the floor line for the inside partitions. 
\ curb is provided around the outer edge of each floor, 
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Fig. 1.—Plant of the Ford Motor Company, Near Detroit, Michigan. 
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nd the floor is pitched to a floor drain so it may be The ventilating piping has not vet been installed. The 
ushed. average toilet room used in the factory contains but 12 
The distance from the floor line to the bottom of the water closets. The one shown in this photograph con- 

‘russes in the machine shop is approximately 14 ft., thus tains 16. 
leaving a height in the clear under each toilet of ap- In Fig. 3 is illustrated a complete toilet room in the 
proximately 8 ft. older machine shop. The ventilating fan may be seen 
In the basement a 16-in. catch basin is provided just below the I-beam and just over the entrance to the 
stairway. The fresh air pipe from the heating and ven- 


tilating system, as shown at the right, was in place be 
fore the location of the toilet room was decided upon, 
and will be moved to the other side of the partition. 
Fig. 4 shows a partially completed toilet room between 
the older four-story building and the older machine 
shop. The space under this toilet room is used for lava- 


tories. 











Fig. 3. Complete Toilet Room in Older Machine Shop. Venti- 
lating Fan Can Be Seen Just Under !|-Beam. 
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where the soil line from each room enters the floor in 
order to stop any such articles as tools or pieces ot 
spoiled forgings or castings which the workmen some 
times drop into the closets. The fact that several ot 


these articles have been removed from the catch basins 





since they were installed, proves that they are accom. 
plishing the purpose for which they were intended. Fig. 5. General View of New Machine Shop, Showing Com. 


, ° :; . . sleted Toilet Room in Center. 
The total number of closets used to date in this in- f 


stallation includes 226 high tank combinations and 276 
ay en a eer ae oo ee le Hee \ completed toilet room in the new machine shop is 
ow tank combinations with “fntegro” vent. There have . 
shown in Fig. 5. Note the natural lighting of this shop, 
which 1s much superior to that shown in Fig. 3 in the 
older shop. The heating and ventilating ducts for this 
shop are all under the floor and the outlets are all at 
the columns. One of the outlets is shown near the lower 
end corner. One may gain a shght idea of the amount 
of business being done by the Ford Motor Company, 
from the number of cylinder castings shown in the fore 
ground and middle ground in this photograph. These 
castings are not in storage, but are undergoing some of 
the processes in the manufacture of the motor, and are 
just as the workmen left them on the Saturday noon be 
fore this photograph was taken. 

The water closets are all furnished by the Climax San- 


itary Co., Detroit, Michigan, the “Expulso” bowls being 
made by the Great Western Pottery (ompany; of Koko 
mo, Indiana, and all of the newer portions of the build 
ings which have been constructed since June, 1911, includ 
ing the heating, ventilating and toilet room equipment, 
were designed and constructed by the W. E. Wood Co.,, 





Engineers and Constructors, 621-625 Ford Building, De- 


troit, Michigan. 
Fig. 4. Partially Completed Toilet Room, With Lavatories ' cmb 


Beneath. 

Waterbury, Conn.—The new public comtort station at 
also been used 25 fans with a total capacity of 29,235 Worcester, Mass. may be taken as a model for a com 
cubic feet per minute. fort station which it is proposed to build on the “Green” 

Fig. 2 shows the toilet room in the core room of the h¢re. Two plans are under consideration, one calling 
foundry under process of construction. The water closets for an underground station and the other for a building 
are all in position, but the sheet metal work of the par- erected above ground. The Worcester station follows 
titions has not yet been installed. The ventilating fan the former idea. It cost $14,000 and requires $3,000 a 


may be seen just above the bottom chords of the trusses. year for maintenance. 








Comparison of Motor “Trucks With Horses 


\ Study of the Probable Expense of Operation of Motor Trucks 
is Important. Some Interesting Figures Are Given Herewith 
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1500-Pound White Truck Owned by Cleveland Sanitation Co., Cleveland, Ohio. 

















bU1S DOMESTIC 


“ris , 
Phere wall be 


orse teams we note the tollowing variables 


vo trucks instead of one on which interest should be fig 
red. Pricing these trucks at $200 each. we get sail Se 
estment of $1,105 The increase in the interest on th ; 
“6 per annum. The depreciation of these trucks will b . 
espondingly greater, totaling $40, an increase of $10 hie 


tem of fire insurance on trucks and harnesses will increas: 


the additional interest on $100, which is $1.25 
The painting and repairs will, of course, be greater, al 
though not quite double that of a heavy truck Chis, how 
ever, Will give us an increase of at least $15. The one otl 
item which varies is the necessity of an additional driver at 
$750 per year. This gives us an increase of the followin: 
items: 
Interest at 6 per cent on $100 extra investment im 
trucks iwe0en ccd ea ; > 60.00 
\dditional depreciation on trucks... - 10.00 
\dditional fire imsurance on trucks...... 1.25 
\dditional cost of paimting and repairs o 15.00 
Sy Ge. ae hast ae veseeven 40088 
Total increase cost of running two-single trucks$ 782.25 
Yearly cost of each double truck. , ~ . 1,591.65 
$2,373.88 
Yearly cost tor each single truck.... | $1,186.94 


Yearly cost of emergency horse 


Most 


business houses operating several 





1500-Pound White Owned by Schneider Plumbing Co., Cleve- 


land, Ohio. 


extra horse. The cost of this extra horse for emergency 
work will be about as follows: 

Six per cent interest on $300....... teoeem BOO 
Insurance sata dite 5 | 3.75 
Feed .. 273.05 


Shoeing 


Medicine and veterinary .... - | .. tee 


Se 


Total yearly cost of emergency horse... 326.50 


Cost of Motor Trucking. 


In estimatine the cost of motor trucks the following are 


the fixed charges: 

interest on Federal truck with stake or cxpress body: 
cost $1,950 at 6 per cent .. $117.00 

Depreciation on $1,950 


eres ...s, 175 net 


7 
LESS 


$1,775 at 20 per cent per year... 355.00 
Tires are figured in operating charges 
re insurance on $1,500 at 2 per cent. 3090 


hire insurance companies will not insure trucks fo 


their full value. 
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Wilcox Truck Owned by H,. Kelly & Co., Minneapolis 


Tires. 9.290 miles at J cents pes mal 164.33 
Driver at S70 per month. 840.00 
Potal Operating harees STOR. 1e 
ais , 
Potal fixed charges O4, OO 
Pota operat ‘ ANG ed iP yi] ! 
Caras ‘1 heured s miles t tire f Woricatiny 
feured OO miles to thie Orson) i ire Ar re 1 ' 
LO.000 mink eilnrantes it rt 14) 


Phis analysis is based o leat ileage P30 ( \ 
reve number of trucks make more than thi leat lL here 
fore the cost of operating wall be msiderable more ik 
variables depending on mileage are gasoline, oal (| 
Subtracting these from the total cost and thr ed charge 

irrespective of mileage 1s $1,487 
These variables for 40 iniles per day are, of course, one 
third more than for 30 miles. giving a cost of these three 
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Staples & Cutten, Daytona Fla., Use Truck Constantly. 


| 


For 50 it will be two-thirds more than for 


wmems Of S4690.56. 
-_@ ae ; 1 — 
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running a truck as follow 
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30 miles, o1 
or $704.34. This gives the cost of 
aie ath $1,839.17 
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for 40 miles 
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. | ‘ oO > 
For 50 miles oe - > 073.95 
- ? > ‘> 
bor 60 miles po iatewns ... 2,191.34 
vail P ia , 1 — » 
lake TOT CX AMI aA COommMmMd equipment, a double truck 
; ' 1 } — oa ] —t i ‘ > 
i singie tructh The double truck will do about 15 mule 
Loot = | ; , or 
a day, while a singte irse truck will cover about 20 to 25: 
, ' 1 ’ a 17 
not over 40 mites er aa The horse tauline will cost 
horse truch . ‘a $1591.63 
horse truck 1,186.04 
The total I I f i 4 vill yf $2 T7857 
] 
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Monitor Truck with Openina Beside Seat for Long Pipe. 

, | ‘ ‘ { a j “4) t >t ef) 
per cent. In case 1 } to require an additional 
T sf tis mW Ke i ith nal ’ i * ty of) I i tota Oy 
$23 7105.07 , havo! t the motor ti } t $1,148.50 
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AN INTERESTING, IF NOT INSTRUCTIVE, AMA- 
TEUR REPAIR JOB. 
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An Amateur Repair Job. 


previous leak had been temporarily repaired by cutting two 
' , — Then the ] 
Cnas Of a ClYal PON TOO L aATOUNnNGa Lilt pipe ler) Tile elep 
, | ; ] 
was llee wit! cement ynich 1} irdeninyg served in its 
wn ow t e leal Some ad or the emen 
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SOME ADVERTISING STUNTS. 


Some plumbing and heating contractors put name plate ~ 
on all heating boilers that they install; this is a very 
vood way of advertising, helps to get business for years 
and years and the cost of these name plates is very small 
Name plates of size about 2 in. wide by 10 in. long can bi 
had tor from 10 to 20 cents each, according to number: 
ordered. 

Some plumbers fasten name plates in all toilet rooms 
in public buildings in which they do the work. One 
plumber had twenty of these put on, and in the first yea: 
vot $750 worth of work trom tenants of this building 
who had property. This plumber is still getting busines 
on account of these name plates. Some plumbers hav 
their name put on closet bowls; this helps a little, but not 
as much as the name plate stunt on boilers. To have 
your name put on closet bowls costs very little and is 
vell worth the money spent, in tact the profit you would 
make on a $10 repair job would about pay for the cost of 
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{ drie plumbe t has al house eating boiler 1] his window 


all artistically decorated, and has several small bins of 
different kinds oft coal in his window and a sign reading 
that with his boiler you can use all kinds of coal. This 
is quite an attraction inasmuch as it is a little out of the 
ordinary to see an assortment of coal plumber’s win 
dow 

In the northwest there is displayed in the window 
a down town heating and plumbing concern, a boiler all 
done up in nice style, which has on the inside imitation 
eoal. beneath which is a red incandescent Ieht This 
red light is kept burning every evening and the doors ot 
the boiler are partly open, giving the effect of coal burn 
ing in the boiler. This is quite an attraction, as tl] 
public will stop to look at something of this sort, wher: 
they would not stop to look at the ordinary display 
boilers \ny sort ot lighting device, or something on 
the “movies” order, gets the eve of the public 

Some heating and plumbing concerns get out especially 
attractive calendars with no printed matter on the face 
same, but a little advertisement on the back. Such 
calendar must be unusually good to get results that ar 
desired. The object is to get people to talk about y 
and your business. If one of your calendars is in the res 
idence of “Mrs. Jones’ and “Mrs. Brown” is a visitor 
there, “Mrs. Brown” seeing your swell calendar will ask 
“Mrs. Jones” where she got it. “Mrs. Jones” will s: 
“from her plumber or heating man, Mr. So and So.” S&S 
you see you and your business are talked about. “Mrs 


lones” will probably recommend you Your calend 


made the occasion for this 


Mistakes Will Happen. 


“Is that the editor of the religious department?” 


“Tl see it isn’t. Thev’ve given me the wrong conne 


WON Good-by “0 





Hints to Prospective Purchasers of Trucks 


A Louisville Jobber Has Given Much Attention to the Efficiency 
of the Motor Truck. and His Conclusions Are Very Interesting 


HE experience of others in a similar line would crippled by the snow and ice of wintes Phe motor truck 
be of little value were it not for the facts that is capable of working 24 hours a day if need be, requiring 
can be gathered and used tor our own good no rest as does the horse, and vet the motor truck can 
Several of the jobbers have given the subject of motor be and is quite frequently abused \ truck should not be 
trucks considerable study Their experiences in) some overloaded. It should not be run at excessive speed; this 
cases have been costly, but in adapting the truck to their we prevent by having our trucks titted with governors, 
peculiar conditions they have met and overcome some of thus preventing the driver trom racing the car under any 
the things that will confront the man who is now con conditions. A motor truck requires grooming and adjust 
sidering a truck. ment, and repairs should not be postponed or neglected, 
Some valuable Suggestions are to be tound in the letter for the old saw ‘A stitch in time’ 1s as. sh imp today as 
trom Laib Co., Louisville, Ky., which follows: it ever was 
“More than two years ago we put into service a 1,500 “To the prospective pure haser of motor trucks. we de 
lb. delivery wagon shod with pneumatic tires. We found sire to give the following advice In seleetine a motor 


this very satistactory indeed, for quick delivery and hurry 
up orders. In fact, we found it so satisfactory that in 
less than a year we purchased a truck of 2-tons capacity, 
thinking that this would be amply large for our heavier 
hauling. This 2-ton truck has been very satisfactory, 
and we use it on our longer hauls, but we found that out 
shipping department had been overloading it. trequently 
carrying loads of from 7,000 Ibs. to 9,000 Ibs. We, of 
course, realize that overloading a truck is abusing it. and 
is no more profitable than overloading teams. In order 
to relieve this condition, we have just purchased a 3 

ton Transit Truck, which is the same make as our 2-ton 


truck We use this 7,000-lb. truck for our long, heavy 





hauls and for conveying goods to and trom the treight 


stations, and f it very satisfactor “EK m 
tations, and find it ve ‘3 itistactor) indeed 3-Ton Pope-WHartford, Plimpton & Hills Corp., Hartford, Conn. 


“For our line of business, namely, the wholesale plumb- 
ing and mill supply business, we would advise the use ot truck, quality should be the chief desideratur Do not 
i I-ton truck for quick city deliveries, and a truck of 3 buy a truck simply because it is cheap, but buy the best 
truck obtainabl regvardless Of HS Pict Teo] thie quality 


will lone be remembered. after the price is forevotten 


“We do not wish to convey the idea that the best trucks 


are the highest priced, or that the highest priced trucks 


are always the best, for such is not the case High price 

4 does not necessarily mean high quatity, but we do KNOW 

Td that trucks of real merit cannot be ld for the prices at 

ies fo le which some trucks on the market are offered hese 


cheap trucks are simply made te SC Fi. and they cannot be 
c** ] criy S vue ’ reat 7) A a. } ld 

(pected fo five ervice you now own ot snoul 
become the unfortunate possessor of a poor quality truck, 


do not make the too common mustake of condemning al) 





trucks as failures, but try a truck of real merit before 
: = ie you pass judgment There is as much difference in the 
Truck Used by Keystone Supply & Mfg. Co., Philadelphia. quality of trucks as there is in the quality of horses, and 
yet it is common to hear the owner of a cheap truck 
tons capacity tor heavy hauling for either long or short condemning all trucks because the one he has, has ren 
hauls. We find that the use of motor trucks reduces our dered him poor service 
delivery expenses, and further than this it has increased “For the motor truck to be most efficient and profit 
our business. This increase of business would more than able, it must be kept moving. We know of cases where 
justify the installation of trucks, even if they cost as much motor trucks that were in operation 10 hours a day, were 
as do teams, and we are unable to see how any modern actually running only 4 hours, and this is not an uncom- 
concern can do without motor trucks. This is the mod mon condition. The adoption of this modern method of 
ern method of conveying goods, and competition will conveyance, and the re sultant 1116 reased efficiency demands 
force all progressive concerns to adopt motor trueks in greater efficiency throughout the shipping department 
the very near future. This in turn will set the pace for greater efficiency in 
“For all seasons of the year, we find that the motor all other departments. The motor truck is going to 
truck towers head and shoulders above the horse-drawn emancipate the horse, and with the passing of the horse. 
vehicles for trucking. purposes. The motor truck is will go many of the slow and inefhcient methods of doing 
neither prostrated by excessive summer heat, nor 1s it business, which are now in vogue 


—— Piastenapotiannshhaneatiaaat ae 
ee Seiceasncauenssouhanetieatdsetaienaimedinenetio teen eae ee 
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MASSACHUSETTS NORTH SHORE ASSOCIA- 
MASTER PLUMBERS. 





! ’ , 

Ciba tinny ne an Most every mstance veriect attendance 

‘ i ‘ : c 
} ] ] ‘ | 
Has cel recardaeg \1t the present time twenty-seven 
Nnatlhes ppear upon the books representing practically 
i } } = & ‘ 
‘ ! —t¢ plun lye Ts 1? thie district 


Instead of charging a monthly or annual membership fee 


member is required to report monthly the number ot 


fixtures which he has installed and he 1s assessed one dol 
lar per fixture [his money goes into the association fund 
ind irom a I] expenses are paid, the members not even 
HDemy required to buy tickets to the frequent banquets 
Members wl ire absent trom monthly meetings are fined 


one dollar, while those who attend are given a crisp new 
me dollar bill oa the manner that directors ot Corpora 
tions are paid loot ttendance at board mectings. 

In the tew months of its existence the association has 


nplished much Price hooks and estimate 


~ 
~- 
“ 
— 


blanks have been prepared tor members and other prac- 
tical work done. The preparation of a uniform estimate 
blank was brought about in an unusual manner. A strang 
r called upon tive widely separated members of the asso- 
lation and asked them to figure upon a set of plans 
Later these men were asked to bring their estimates to 


in association meeting and then learned for the first time 


that it was only a ruse l heir figures were copied onto 
blackboard and after a thorough discussion the mem 
vers selected the best features of each which they have 
neorporated into a printed torm about to be issued. 
hie present officers of the association are: R. kk. Dock 
Sale 1} pres dent | (ward Bradley, Manchester. VICC 
president; James H. ‘Trow, Salem, secretary; John F 
Cabeen, Salem, treasurer; FF. W. Walliams, Beverly; P 
I] sweeney Salem, anc \\ ( oombs, b abody, CxXecu 
tive Committe Phe other members 1g ie tf \l. Cawley, 
( Ik Sheehar is Woodburv. | (; Kelley, and J. Cy 


Burbeck, Peabody; Frank Barry, B. J. Driscoll, J. M 
Gould, F. W. Herrick, |. C. Shaughnessy, F. A. Wendell, 
Salem: ©. G. Pickett. A. M. Goodwin, Robert Robertson, 
S. Knapp. Beverly; Wilbur Pierce, J. C. Stanwood, 
Thomas MeDonald, Beverly Farms; and D. T. Beaton 
and John F. Scott, Manchester 


aN TG 07 
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a > 





Members of the Massachusetts North Shore Master Plumters’ Association. 


A Recent Gathering of the 
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ss os se main Waste above the tloor, | rot L\ irried 
a Ps ~o~ below. 
— (%:. \ J : ! 
estions ce an In this case each fixture is provi 1 Wit ntimuous 
Qu. [>> i Gh vent, which is always preferable 1 thie . ' rown 
A SA ~ vent. 
and Answers fs 
—_— ee A GRAVITY RETURN HEATING SYSTEM THAT 
a . DOES NOT WORK RIGHT. 
IS THIS A SANITARY JOB? 
Editor “Domestic Engineering” I have been a riber 
kditor “Domestic I:ngineering” | enclose sketch of to your paper tor several years and tind a great many help 
connections for six lavatories, which are served by one ful suggestions in it | would appreciate it verv much if 
trap vou will try and offer me some help at. present \ tew 
There has been some dispute about this job, and 1 weeks ago I was called into a factory to look at a heatins 
‘\ 
qb a 
= 
|__| |- | |- | | | | 
<= ¢ = : _ »¢ — voor : 
p— 
=. = 4 C7] he —i____—_—_—t 
Ur J 
i 
Fig. 1 
vould like to know whether you consider it a sanitary plant. They had taken out a high pressure boiler and in 
arrangement or not? stalled a low pressure boiler in its place Phe buildin 
Elgin, [1. Ht. J. W. OO «tt. wide by 150 tt. lone There is an open space 
about 20 ft. between it and the boiler room lhe water 
We know that the practice of using one trap to serve line of the boiler is about 24 in. below the lowest radiator 
a line of lavatories 1s more or less common, and that for They have long coils on the walls of 1-in. pipe, some of them 
some reason or other the practice 1s sometimes allowed IS pipes with return bends and 30 ft. long. They only had 
: Jt . aie , 
aC — 2 ¢ rT +7 
HT] re 
Lo) | Lr) ) 
a [] \~ 
> __ a7 
Fig. 2. 
on otherwise first-class work. Notwithstanding these one 2-in. line trom the boiler and reduced it inside. the 
facts, such a method has nothing to commend it, and building Then they disconnected their return from. the 
much to condemn it. boiler, installed a hand pump and kept a man busy pumping 
Possibly the greatest argument against it is that a long water in all the time 
line of foul waste pipe is at all times sending foul odors ! enclose a rough sketch showing how I have tried to rem 
out mto the toilet room, this discharge being prevented edy matters. I[ have not been wholly successful, but have 
on properly constructed work, by the trap at each fixture improved it very much. My principal trouble seems to be 
\nother strong point against this method is that when to get the air and water out of the bottom of the coils 
the trap stops up, not one fixture only, but all the fixtures put a tee on the bottom pipe, then put a valve on it, made a 
are put out of commission until the stoppage is cleared. hole through the outside wall. When I opened that valve 
know of no reason why work of this kind, as shown after all the water got out of the coil it heated all right. but 
in fig. 1, should be exempt from the requirement that as soon as the valve was turned off it would cool off again 
h fixture shall be separately trapped and fill with water. It would keep a man busy going from 
in Fig. 2 is shown a method of installing this work in one coil to the other all day 
entirely satisfactory manner. Instead of running the Now, [ would like to know the best way to overcome this 
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trouble. It has been suggested that I should take off all the 
return bends and make a manifold on each end of each coil, 
but I want to have it done as cheaply as possible. There 1s 
about 1,300 feet of radiation in the building, all in 1-in 
s. This will give some idea of the size of the system, 
ut 408 ft. of this is in the drying rooms. 

| have run two 4-in. risers from boiler and put on 4x5-1n 
ls. It is a manifold boiler with a header. My pipe pitch 
ip from boiler to inside of building then they pitch down 


Salisbury, Md eh 


from the information given in the above communication 


d shown by the sketch submitted it would seem that the 
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automatic air valve should be placed on the lowest bend of 





each coil. 
Correspondent’s method of relieving the air is only partially 
eficient. He should consider each unit of radiation (coil) 







separately and be sure that perfect drainage is provided and 






that all air is exhausted. 
The piping and coils for the opposite side of the building 





should be connected in like manner. There is no question 





but what manifold or branch-tee coils are better than return 





bend coils for low pressure heating, as the condensation is 





so great in a large return bend coil, particularly if con- 





structed of 1-in. pipe, that the lower part of the coil is 






filled with the water ot condensation. This may be corrected 
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rrespondent is endeavoring to use a low pressure boiler 
and a gravity return system ot piping on a job of piping 


ind coils originally intended for and installed as a blow 


through pressure Jol 

[he water-line ot the boiler being 24 inches below the 
lowest radiator (or coil) should give sufficient distance be 
tween the coil and return to allow for proper drainage ot 


the remodeled system. We believe, therefore, that the prin 


cipal difficulty or reason for the trouble experienced is in 

e method of installing and connecting the coils. As cor- 
respondent does not show this detail on the sketch sub- 
mitted, it is extremely difficult to advise as to the proper 


method of curing the trouble 
We 


ils for one side, including the office end of the building. 


| 


show by Ig. 1 an elevation plan of the piping and 


with suggestions as to the manner of connecting flow and 
return pipes. While the sketch may not exactly contorm to 
the actual plan of the building the method of installation is 
learly illustrated 

Two methods of running the return and of connecting the 
coils to it are shown. If it 1s possible to trap the return as 
illustrated by Fig. 1 and thus create a false water-line, the 
check valves placed on the return connections from the coils 
mav be omitted. If it is not feasible or desirable to trap 
the return the check valves shown should be used as illus 
trated. In this event the clappers of the checks should be 
filed away and lightened as much as possible 

If the false water-line 1s created a balance-pipe or equaliz- 
ing-pipe should be connected from the steam main to the 


top of the trap as indicated by dotted line on sketch \n 





by dividing the coil into two or three units. As an example, 


consider the large coil of eighteen 1-in. pipes 30 ft. long 


This coil may be divided into two coils of nine 1-in. pipes 
as shown by our sketch, Fig. 2. It will then give much 
better service. The above is true also of the large coils in 


the drying room. 
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Fig. 2. 


Attention is directed to the connection marked “A” 
ig. 2. If the false water-line is not provided, thus making 
the use of a check valve necessary, the connection mark 
“A” should be omitted. If the return is flooded by a fa! 





water-line the drip from the drop supply pipe or riser m 





he connected directly into the return Attention 1s al 
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called to the fact that swing joints should be employed in 
making all connections to coils. For convenience in illus- 
trating these are not shown on our sketches. 

It is best to create a false water-line on each of the re 
turns as illustrated by Fig. 1 in order to keep all return con- 
nections flooded to prevent the short-circuiting of steam 
into the return. We believe that correspondent with his 
knowledge of existing conditions and suggestions offered can 
make this job work in a satisfactory manner. We suggest 
that the main on each side of the building be carried full 
size to the end and that automatic air valves be employed 
where designated on sketch. 


ee 


HOW THIS HOT WATER JOB SHOULD BE 
INSTALLED. 


Editor “Domestic Engineering”’:—We have been called 
on to provide a double house with hot water supply so 
that the system for each half of the house will be en- 
tirely separate from the other. A tank heater can be 
installed if necessary. Can the job be done with a tank 
heater? If so, please show sketch of connections. 

Harrisburg, Pa J. & D. 

Judging from J. & D.’s explanation of their problem, 
we believe that we can put them on the track of a solu- 
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How This Hot Water Job Could Be Instalied. 


tion which will prove very satisfactory. Tank heaters 
can be procured having two entirely separate heating sec 
tions, and our idea would be to make use of such a heater, 
connecting one of the boilers to one section, and the 
other boiler to the other section. We show in our illus 
stration how the job should be installed, the connections 


being entirely straightforward and simple 


Racine, Wis.—Contract for plumbing in the new addi- 
John Feiner on a 


tion to the city hall was awarded t 


i 


hid of $1,166. 
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May 14, 1913.—Annual convention of the Connecticut 
Master Plumbers’ Association at Hartford. Conn. The 


President, IF. C. Booth, 
sridgeport; vice-president A. J. McManus, Hartford: sec- 
retary, R. T. Rock, 102 South Avenue, Bridgeport 

May 16 and 17, 1913.—Annual covention of the Wash- 
ington Master Plumbers’ Association at Everett. Wash. 
President, James 


officers of the association are 


The officers of the association are 
Griggs, Tacoma; vice-president, C. A. Healy. Everett: 
treasurer, Ed V. Lambert, Spok.ne: secretary. G. A 


Weber, 1539 South C. Street. Tacoma 


May 19, 1913.—Annual convention of the Nevada Mas- 
ter Plumbers’ Association at Reno, Nev. The officers of 
the association are: President, Harry Kelly, Reno; vice- 
president, fF. W. Cook, Reno; secretary, B. M. Lewis, P 


©. Box 26, Reno 

May 20, 21 and 22, 1913.—Annual meeting 
can Society of Inspectors of Plumbing and Sanitary Engi- 
neers at Louisville, Ky. The officers of the society are 
President, Thomas J. Claffy, City Hall, Chicago; vice 
presidents, Dr. H. K. Beatty, Pittsburgh, Pa.; W. J. Yaek- 
ley, Dayton, O., Charles M. McHugh, Cedar Rapids, Ia., 
R. H. Ellithorpe, Fresno, Cal., Jas. E. McGrath, Louis- 
ville, Ky.; secretary and treasurer, L. J. Lawler, Pitts- 


if the Ameri- 


burgh, Pa. 

May 27, 28 and 29, 1913.—The fifth annual convention 
of the National District Heating Association, at Indian- 
apolis, Ind. The officers of the association are  Presi- 
dent, R. D. DeWolf, Rochester, N. Y.; first vice-presi- 
dent, J. F. Lewis, Detroit, Mich.; second vice-president, 
J. L. Hecht, Chicago; third vice-president, FE. Darrow, 
Indianapolis, Ind.; secretary-treasurer, [D. |] Gaskill. 
Greenville, ©. 


June 2, 3 and 4, 1913 The tweltth annual convention oft 
the State Association ot Master Plumbers ot California, 
at Santa Barbara, Calif. The headquarters of the conven 
tion will be at Hotel Potter. The oftticers of the associa 
tion are: President, Edward W. Crowell, Los Angeles 
vice-president, John Cahill, Sacramento; treasurer, bred 
erick A. Wilson, San Francisco; secretary, John L. E 
Firmin, 120 Page Street, San Francise: 


June 5, 6 and 7, 1913.—Annual’ convention of the Col- 
orado State Association of Master Plumbers, at Colorado 
Sprit:gs, with headquarters at the Antlers hotel. The 
meetings will be held in the chamber of commerce audi- 
torium. The officers of the association are: N. W. Haas, 
Colorado Springs, president; J. C. St. John, Colorado 
Springs, vice-president; Peter Menzies, Denver, sec’y. 

June 23, 24 and 25, 1913.—Annual meeting of the Na- 
tional Association of Master Steam and Hot Water Fit- 
ters, at Niagara Falls, N. Y. The secretary of the asso- 
ciation is Henry B. Gombers, 260 West Broadway, New 
York City. 

June 17, 18 and 19, 1913.—Thirty-first annual convention 
of the National Association of Master Plumbers, at Phi'adel- 
phia, with headquarters at the Bellevue-Stratford Hotel. The 
officers of the association are: President, Frank J. Fee, 415 
West 14th Street, New York City; vice-president, Chris 
Irving, 1525 Larimer Street, Denver, Colo.; secretary, Charles 
F. Murphy, 15 Old Broadway, New York City; treasurer, 
Wm. McCoach, 1607 Sansom Street, Philadelphia. 








Convention of |exas Plumbers at San Antonio 


State 
Session 


\lembers of the Craft of the Lone Star 
Important Measures During Three-Day 


Discuss and Act on 


at Menger Hotel 
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A - ire 17 es that Af cen planned They were counter 
th 1] signed \ te it \ { Ninney ot thie San \ntonio local 
| ‘ }? bys . . 
, Afternoon Session. 
‘ ? ‘ ‘ ~ 7 
Phe session in the afternoon was taken up by reports 
44] , : 
) theers and committees and adjourned earlv to Wit- 
t cwat 1] 7) 1} i ‘ ‘ : ’ 
less, from a special stand, the trade display parade, which 
‘ Al I cy (' tiie UCcsts | | . os | | , 
. : as being held in ti cit it tne Same time. 
nton \Ir. R rly remarked that he ' 1 af 
] fhose who reeistered the first day were: 
{ Pp stat t Fes dial (‘orsicana mS. Vanes Mi ind Mrs. S. J Flood, M1 ind 
| { (| 1] Tile f 74 if ] al \iy a HT \Woole I s loaavis 
' yal eT ina rhe Dallas Mrs. A. V. Hlall, Mr. and Mrs. F. Peitz, Mr. and Mrs 
, | acdadre ‘ mded to Dan ID T Sullivan, I. J Sheehan, A. L.. Mitchell, D. J. Mueller 
- Del Rio M ind Mrs. F. B. Rutledge, Mr. L. Pecan 
' “1 len \ ' 
Denison: —-Mrs. Maud Groll, Chris, Waltz 
vol Kort Wort J. ©. Montriet, Mr. and Mrs. T. L, Pearson, 
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Delegates and Visitors at the Convention of the 


President Thacher, after making a statement that no J. A. Barry, Ro bk MeDonald, ©, A. Newberry, M. Callahan, 
delegates could draw mileage and per diem unless they Ww. Ms Warren, W. F. Payne, Joseph pearper, Mark Evans, a 
' md Mis. G. kK. Alleaier, J. A. Stephen, H. W. Greenway, J. \V 
answered the roll call at every session, appomted thie Garretson. F. H. Brush. G > Aldridge, Fred Robbins, G. H 
following committees tinshaw, Mr. and Mrs. J. M. George and Miss Artie George, 
\uditing \dolph Deutz, Laredo; |. ¢ Ninnev. Sat Mr. and Mrs. CC. J. Browning and Miss Ella Browning, E. T. 
\ntonio: George | Robinson, Galveston Vosslet A. EK. Vossler, Mr, and Mrs. W. B. Smith, W. E. 
Pie Meditate rie Misitiien thats: © ¥ -Mieeeline Thacher, P. E Fosdick (;. W. Geiber, Mr. anc Mrs. W. P. 
te ' ; ' Harrison, I’. P. Runnels, Mr. and Mrs. G. H, Oberhoff and 
Dallas kred Robbins, kort Worth Miss I. Oberhoff, C. J. Garretsen, Mr. and Mrs. Charles Glenk. 
Serveant-at-arms \ Collman. San Antonio (aly eston Mr. and Mrs. R. ©. Malitz, Mrs. F. P. Martin, 
President Thacher’s report showed growth on the part Mr and Mrs G. E. Robinson, Freddie and Arthur Robinson, 
of the organization during the vear. He urged all local Se ) —" 

» ’ S (;onzales W. (. Franks and Miss Annie Franks. 
organizations to respond to the appeal of the National Houston Mr. and Mrs. J. P. Kiethly, J. A. Edwards, Charles 
association to help their brother members who have sut Bammel, Mr. and Mrs. John McNeilly, Mr. and Mrs. Jack Hahn, 
fered in the recent floods Secretary JT. © Vontrief Pearl Bailey, George Cannon, Hamilton Smith, J. S. Burgis, 
showed the organization to ke a splendid tinancial con Mr. and Mrs. J. W. Thiel, H. H Fisher, F. S. Putnam 

= Hlubbard Bh. DD. Hodges, 

dition and that 4h one 11} nbers have been added to the Laredo Joseph Netzer, A. Deutz. 
roll durine the yeal Navasota:—P. P. Runnels, Mr. and Mrs. A. L. Gilliland 

Joseph Netzer, of Laredo, moved that a committee on New Orleans:—Mr. and Mrs. T. J. Fennison, Gus Dreiling. 
publicit lye immed ae stated there are no secrets about apeniaesaae , F. SERSSON. 
Sais ) a “ Temple burner and Patterson, J. Hl. Patterson. 
the convention and wanted the newspapers to handle the Tvler:-—H. B. White. 
whol proceedings \Ir vetzer was named as chairman Waco Mr. and Mrs. E. CC. Wosnig. Mr. and Mrs. N. 8S. Hill 
of the publicity committee with W. G. Schuwirth and R se : ; 
Se Ri a OT ID Friday Morning Session. 

Coupon books were distributed containing tickets to J. A. Mason of the Eclipse Paint and Manufacturing Co.., 
vdimut the visito to all entertainments, shows and pleas (Cleveland, Ohio, made an address at the morning session 
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fexas Retail Met i! \Ss it . seq 
( t lits i] ‘ | { { Vste ~ ~ 
tion lle sugvested that such a svstem would be of cor . ; 
siderable value to the master plumbers and they could Not clinging 1 
secure its advantages by joimine tl] Retail Merchant 
Association 
\ special committee composed ot Joseph Netze - | ; 
Laredo, and George | Robinson, of Galveston, was ap His to prevent and not to 
pointed 1b President Phacher to sit with the executive Phat mat “ P LUA VOU bradnne cried tate tC Trier 
committee in order that the work ot that committee might ti 
be expedited 
Den or | then, \ | 
ed. Braden read a letter from National President Frank hy . Sanwa on aw 
J. Fee advising the members to cultivate a more co-op | might have carved a title wit) calpel 
erative spirit and endeavor to eliminate all petty jealous ts noni op: sm edipieus a a me 
ies, which are found, from time to time, in the different hFONATTELAN BOWALAN 
local associations 
\ communication trom the San Antonio \ssociation Joseph Netzer moved that the elections ( Naninou 
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Texas Master Plumbers’ Association, San Antonio. 


signed by A. Collman, J. C. Kinney and R. G. Thomas and President Thacher called for a rising vote as a tut 

was read, suggesting that Jonathan Lowman, the oldest ther mark of honor 

master plumber in San Antonio, who recently retired from Saturday Sessions. 

active work, be elected a life member of the state associa- ; ae 

tion. Mr. Bowman through misfortune has been forced wane ad —e€ onan ee ee 
vote of fifty-three to nine to forward to President Wood 


to practically retire from active business and had been . igh . | 
row Wilson and representatives of Texas in both branches 


. 


made a life member of the San Antonio Association re- 
cently. 
On that occasion Mr. Bowman contributed a poem to 


of Congress, a protest against the sundry civil bill which 
seeks to prevent the use of public funds to prosecute la 
: ; ° ‘ . ° bor organizations for allewed violations (>t thie sherman 
the local association, which it is our pleasure to reprint 
; act. 
herewith. 

The action was started by a telegram received from 
To the President and Members of the Local Association of 

Master Plumbers: 


(;eo. H. Boudinot. Secretary of the National Association 


; : of Manufacturers. Joseph Netzer led the tight for the 
Kind friends and fellow craftsmen of days gone with the past, } - | | l] 
The honor you’ve conferred on me, long as my life shall last protest and the Opposition Was represe nted »\ ! ; \] . 
Is one for which I thank you all in words that are sincere; giaes of Fort Worth \Ir Netzer contended that the 
It links my thoughts to memories I ever will hold dear public funds should be available to punish any violator 


- . P , »—& 1 r! . 4 *T)} over y Y QOTre;gT whi] le «yf 
When’'er in restrospect I view associations old, of the Sherman act or employer or laborer, while the op 


This act I'll prize more highly than ever I valued gold; position was made on the point that no one could tell 
It tells me though I've well nigh turned the book of life's when the employer might become at 


employee and a 
last page member of the unton 

That friendship’s acts can luster give to somber days of age | , 

Jonathan Bowman of San Antonio, elected to honorary 
Just fancy if again I go my native land “4 ~~ membership for life, made a short address thanking the 
Appended to J. Bowman’s name F. A. 8S. A. M. P.; 
I'd startle all those Britishers, they'd doff their hats I'll bet; ) ; . 
Apa take me for some champion of the modern suffragette. dicting Al glorious muttire ror the association 


master plumbers for the honor conferred on him and pre 
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The question Of engvaying an organizer whose duty it 


over the state and organize local 


should be to travel al 
associations, brought on considerable debate. The resolu 
tion for this purpose called for a salary of $175 per 
month and $5 per day expenses and was signed by R. FE. 
McDonald, J. Sheehan, Fk. W. Thiel and A. E. Hancock 
The resolution was tinally passed without dissent. Fred 
Robbins of Fort Worth was later appointed by the exe 
utive committee as organize! 

Dan Sullivan of Dallas, honorary member of the asso- 
Cmtion, addressed the convention on contracts in veneral 
and the subletting of contracts. Under the subletting con- 


tracts, Mr. Sullivan said the plumber always vets the 








L 


Joseph Netzer, of Laredo, Prominent at Texas Convention. 


worst of the deal lle urved that they vet out otf this rut. 
and pointed out examples where this rule was followed 
with advantage 

He also spoke on the subject of credits. He spoke of 
(germany, where he said a man retires around the age of 
10, having amassed enough to live comfortably the rest 
ot his lite 


Resolutions were adopted tence ring thanks ti the local 


association for the manner in which they handled the con 
vention; to the local press and to the trade papers tor the 
way they had reported the convention The executive 
committee was ordered to prepare memorial services for 
the dead, to be read at the next meeting, and at 5:30 ad 


iournment was taken sine die 


Election of Officers. 


Phe election of the president was contested with a tield 
of three and resulted in W. E. Thacher, of Fort Worth, 
being T< elected with thirty ive votes, Joseph Netzer, ot 
Laredo, receiving twenty-six and Geo. Robinson, of Gal- 
veston, receiving nineteen. The election of Mr. Thacher 
was then made unanimous by a rising vote. 

The result after the election was as follows: 

President \\ Thacher, Fort Worth, re-elected 

Vice-president: George I.. Robinson, Galveston. 

Treasurer N. S. Hill, Waco 

(Organizer Kkred Robbins, Fort Worth. 

J. O. Montrief, Fort Worth 


Secretary 
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Executive committee: William G. Schuwirth, San An- 
tonio, and Joseph Netzer, Laredo. 

Sixteen delegates to the National Convention, to be 
held in Philadelphia, June 17, 18 and 19, were elected after 
spirited balloting The delegates follow N. S. Hall, 
George Robinson, W. G. Schuwirth, Joseph Netzer, Porter 
Keithly, P. J. Sheehan, J. F. Madden, J. O. Montrief, R. 
EK. McDonald, Ed. Braden, A. Fraser, J. C. Kinney, A. L. 
Mitchell, John McNeely, Fred Robbins and Walter Shafer. 
\lternates: J. W. Thiel, H. W. Warren, P. E-. 
J. A. Berry, W. B. Smith, J. H. Wolley, W. E. 
Mrs. Maud Groll, C. J. Garritson, Adolph Deutz R .C 
\Malitz, F. L. Putnam, Joe Fisher, B. D. Hodges, J. Camp. 


le ysdick, 


Payne, 


Dallas Selected for 1914 Convention. 


kl] Paso and Dallas were candidates for the next con- 
vention but KE] Paso later withdrew as a number ot the 
members objected to the distance they would have to 


travel to reach that city 
Entertainment. 


The Auxihary of the San Antomo Association, of which 
\Irs. R. G. Thomas is chairman, looked after the enter 
tainment of the ladies who were present at the sessions 

()n Thursday they were entertained at the Royal The- 
atre and later in the afternoon joined the men in the re- 
viewing stand from which a view ot the trades parade 
was provided. ©n Thursday evening the delegates and 
ladies were entertained by the San Antonio branch at the 
Plaza. 

Qn Friday morning a trolley ride was arranged for, in 
which the ladies were taken over the various city street 
car lines In the afternoon, at 4:30, the delegates and 
their wives viewed the flower battle from a special stand 
erected near the Plaza Theatre. 

Saturday morning the ladies participated in an auto 
ride over the city, which had been arranged for by the 


entertainment committee 


Banquet Saturday Evening. 


The entertainment features of the convention closed 
Saturday evening by a banquet at the Menger Hotel, which 
was enjoyed by all present. The guest of honor at this 
banquet was Mrs. Maude Groll, the only woman plumber 
of Texas, who came from Dennison and participated in 


all the meetings 


Convention Notes. 


The official badge of the convention is worth more 
than passing notice. It consists of joined hands clasping 
4a metal pot and a pouring ladle, beneath which is the 
nameplate of the member Pendant from this is a shield 
with a blue field showing a cactus plant in gold under 


which is the motto: “Don't Step On Us.” 


The local committees named by Chairmen Schuwirth 


to look after the visitors while here, as tollows: 


General arrangements: J. C. Kinney, Walter Shafter 
and J. H. Lieber 

entertainment R. G. Thomas, A. Collman and J. C 
Kinney 

Badyves and reviewing stand: Ek. Gutzeit and <A. 


le lIsworth. 


(Convention hall: \. Collman. 
Coupons: R G. Thomas 


Decorations. and signs: F. Lighttoot 
Trades display tloat: J. H. Lieber and FI. Lightivot 


Ouestion box: Kd Braden 





“The Trade Paper and the Association” 


Editorial in ‘‘Domestic Engineering’ of April 26, Commented on 
by Prominent Master Plumbers Who See the Trend of Things 


Comment by President of Indiana Association. 
Editor “Domestic Engineering”’:—I have read caretully 
your editorial, “The Trade Paper and the Association,” 
and the only fault I can tind with the editorial is that it 
isn’t half strong enough. 





Anyone familiar with as- 
sociation affairs can readily 
see the theme of the article, 
but what we need is a cold 
jolt on plain facts, as a tap 
on the sole of the foot has 
ceased to awaken us trom 
our slumber. 

That the trade papers can 
claim credit for the majority 


of our success as an organi- 





zation, there isn’t any ques- 





tion, and in a “take-it-for- 


yranted spirit” we, as an or- 





ganization, have failed to 
help those who help us. 


Wm. J. Woolley. 


Without the trade press to 
stir up the enthusiasm that is the life of any organiza 
tion, we would in a few years, as strong as we are, be- 
gin to drift apart, and eventually lose all connection 
with the association. 

Keep jolting us in the future lest we forget, for our 
very existence rests upon the success of the trade press, 
and by helping these publications we help ourselves. 

Wm. J. Woolley, Evansville, Ind. 


President of Minnesota Association Approves Editorial. 
Kditor “Domestic Engineering’ :—There is no doubt in 
my mind but that the master plumbers as a whole do not 
appreciate what the trade papers are doing for them, 
either as members of the association or as individuals. 
and it would certainly be a good idea to prod them up a 
little. 
The editorial which you published is very much to the 
point and has my hearty indorsement. 
Yours very truly, 
W. W. Hughes, Minneapolis, Minn., Chairman Essay 
Committee, National Association of Master Plumb 
ers, and President Minnesota Association. 


—-- 


Pennsylvania President Thinks Trade Papers Do Great 
Work. 

Kkditor “Domestic Eneineerine”’:—I think the editorial 
is good. ‘Trade papers can be made very helpful to the 
master plumber and he should by all means-support them 
when they are conducted along proper lines. 

Yours very truly, 

I. EF. Durkin, Jr., Philadelphia, Pa., President Penn- 

sylvania Association. 


Believes in Independence of Trade Press. 
iditor “Domestic Engineering” :—Your two first para- 
craphs of the editorial “The Trade Paper and the Asso- 
qation” contain the whole law and gospel. We have 


the best master mechanics’ association in the country. 
| think its success ts largely due to its trade papers and 
their independence ts better tor all parties concerned 


Yours truly, Ed. J. Hannon, Washington, D. ¢ 


The Broad Influence of the Trade Paper Among Its 
Advantages. 

Ikditor “Domestic [-ngineering” | fail to see any 
thing to criticise in the matter or manner otf your treat 
ment of the subject of “The Trade Paper and the Asso 
clation.” 

The fact that a meeting of the plumbers ot the city ot 
should write vou for instructions how 


to join the National Association shows that some into 


(;sreenville, S. © 


mation from some enlhivhteninge source was much needed 
there anda it is vreatly to its credit that “Domest hnei 


neering,” a paper published im Chicago, was known 


a reliable place for inquiring where the great National 
\ssociation of Alastet Plumbers. with it tentacles touch 
img every portion of every state im the Union, was ap 


parently unheard of or at most only partially known 

\s | have ever found the trade paper an intelligent help 
er as well as a superior medium for the dissemination 
ideas, | have all reasons to speak well of tt 

There is this, however, about the trade paper as at 
educator: Wo oait only did circulate among our patrons, it 
would be a much greater help to us. The master plumb 
ers form a small fraction of the publhe and are easily 
reached, being sted. Their minds are also open to all 
that is said with regard to the importance of their pro 
tession and the remarkable honesty with which = then 
work is executed, and especially the liberality with cus 
tomers. They know all this—to their great loss -when 
they seek to compute their profits at the end of the years 
but the great outside public is ignorant of these facts 
lf the trade paper or something Ike it could be put im 
the hands of the people we are serving, and they could 


our indefatigable labors 


he made to realize the truth o 
to serve them, and the scant compensation which we reap 
as a harvest, then might we hope tor a more considerat: 
chentage and richer reward. It is a hard experience now 


when the trade paper keeps us keyetl up to the highest 


| 


por|t oft perfection in the prot ssional and sanitary fi¢ 
tails and leaves us to an ignorant and unsueccesstul pub 
lic, with which we have to deal and upon which to rely 


This subject I can only touch on and must leave un 


~= 


solved, as the solution of it is beyond me. [ can only 
indicate here the condition and the necessity, when the 
time comes that the public will require and insist on thi 
utmost in the way of sanitary apphances instead of the 
master plumber having to impose and insist, as he now 
does, upon their necessity. Then, perhaps not until then 
will he receive just consideration. tor the best he can do 
in the matter of installation and so conserve his own suc 
cess and prosperity, while he conserves the good health 
and prosperity of his customer. 
Yours most respectfully, 
John Troland, Treasurer Connecticut Master Plum) 


ers’ Association, Norwich, Conn 





Convention of 





SC SSTOOTIS were 


isse. rly Peoeotti W thie Hluttine Hotel \nnex 


| 


President S. A. Tompkins called upon Rev. C. k. Hodgin 
the invocation and then introduced Mayor T. J. Mur- 

y, of Greensboro, who bade them welcome to that city. 

\. R. Doscher, of Wilmington, responded to the welcome 

le mayo}! 

\iter appointing W. P. Donaldson as sergeant-at-arms, 
, 


President Tompkins named the following committees: 


( redential—S. M. Stevens, Asheville; J. A. Knox, Senorr. 


Vuditinge— \\ RK DPDoscher. Wilmington: FF. ] Smith, 
ve ttville: \I Hunt (sreensboro 
he president's report showed growth and accomplish- 


ent of considerable good during the year. 
Letters were read by the secretary from National Prest- 
dent Frank J. Fee and National Director A. Selden Walk- 

regvrettiny that the could not fe present at thre meet 

The report of the secretary and treasurer, |]. /Ldward 
\Ibright, of Greensboro, showed an increase of six mem.- 
vers during the past year and a satistactory condition 
! the finances 

Le Roy Ball, chairman of the apprenticeship commit- 
lee spoke Ol plans ror improving the apprenticeship con- 
ditions and was followed by Messrs. Hackney and Tomp 
kins. Short talks were made by Messrs. Donaldson, Al 
bright, Doscher, Curtis, Hackney, Underhill, Brown, Mar 
tin, Tompkins and Brickenstein 

fhe report of the legislative committee by Chairman 
~ M. Stevens showed a number ot requests that were 
to be made to the legislature recommending changes in 
the state laws 

Evening Session. 

\dolph Mueller, president of the H. Mueller Mtg. Co., 
Decatur, IL, spoke at some length on the subject, “Cred- 
its and Profits.” His talk was of considerable interest 
and was listened to with close attention. Other talks 
were made by Messrs. W. P. Barrett, of Ahrens & Ott 
Manufacturing Co., Louisville, Ky.; J. D. Randle, of the 
James Robertson Manufacturing Co., Baltimore, Md.; B. 
M. Glick. of the Glauber Brass Manufacturing Co., Cleve 
land, O.; W. B. Tomlinson, of the Virgimia-Carolina Sup- 
ply Co... Norfolk, Va.: H. Roberts, of Krauss & Roberts, 
faltimore, Md., and R. A. Poole, jr. of Crane Co., Balti- 
more, Md 

Phe chairman then spoke about the value of the trade 
papers to the master plumbers and showed that without 
the co-operation of the trade press there would be little 
opportunity for the master plumbers to keep in touch 
with each other and the various organizations over the 
country, and that the trade papers kept them keyed up 
to the full appreciation of their value in the community. 


Thursday Session. 


On Thursday the members met in front of the court 
house and were taken for an automobile trip through the 
city and vicinity. One of the points of interest visited 


was the Pomona Terra Cotta Works. 





North 


One of the Youngest State Associations Holds an Enthusiastic 
Vleeting at Which Good Progress is Reported Among the Members 











Carolina Association 








Afternoon Session. 
The Thursday atternoon session was of an executive 
nature The report of the auditing committee was pre 
sented. 
lk. B. Grady, ot Concord, addressed the meeting on 
the subject of “Competition,” and J. E. Albright and 
President Tompkins spoke upon “Overhead Expenses.” 


Messrs. C. Richardson, L. L. Hackney, W. S. 
J. Marvin Hunt and W. N. Rae also addressed the con- 


srown, 


vention. 

An invitation to hold the next convention in Salisbury 
was received from the Merchants’ Association of that 
city 

Election of Officers. 

President Tompkins would not accept a renomination 
and the following were elected 

President, W. P. Donaldson, Greensboro; first vice- 
president, W. R. Doscher, Wilmington; second vice-presi- 
dent, W. L. Gantt, Salisbury; third vice-president, W. E 
Munday, Statesville; secretary-treasurer, P. M. Pettit, 
Greensboro. Delegates to the national convention—L. B 
Brickenstein, Winston-Salem; S. M. Stevens, Asheville. 

Iexecutive (ommittee C.F. Bland, \\ ashington;: W. ( 
Underhill, Raleigh; C. W. Hodge, Mt. Airy; J. W. Thur 
man, Rocky Mount; W. P. Donaldson, Greensboro; W. 
R. Doscher, Wilmington; M. L. Gantt, Salisbury; W. E. 
Munday, Statesville; P. M. Pettit, Greensboro; S. A 
Tompkins, Charlotte; S. M. Stevens, Asheville. 

Past-president S. A. Tompkins, of Charlotte, then read 
the resolution of Past National President A. C. Eynon, 
ot Canton, Ohio, adopted at the last national convention 
regarding the establishment of a $100,000 trust fund. 


Banquet. 

The convention closed Thursday evening at a banquet 
at the Huftine Hotel. 

Many expressions of regret were made concerning the 
absence of the ladies. 

After the cigars, Toastmaster E. D. Broadhurst called 
upon many present for short talks. Those responding 
were as follows: 

Rev. C. E. Hodgin, W. E. Munday, L. L. Hackney, S. 
A. Tompkins, S. M. Stevens, Adolph Mueller, J. Ed. Al- 
bright, W. R. Doscher, L. B. Brickenstein, W. C. Boren, 
C. T. Ford, Mr. Pond and Dr. W. M. Jones. 

The delegates present at the convention were: 

T. E. Curtis, Leo Suggs Le Roy Ball, John Smith, S 
M. Stevens, J. M. Rhinehardt, A. A. Tompkins, L. L. 
Hackney, J. W. Howell, C. W. Coppala, Vowden and 
Carriagan, E. B. Grady, S. N. Slade, L. C. Richardson, \ 
L. Brown, E. J. Shantz, F. E. Smith, J. E. Albright, J. 
Marvin Hunt, P. M. Pettit, W. C. Beaseley W. P. Donald 
son, H. W. Hunt, J. M. Crutchfield, W. M. Adams, M. L 
Gantt, H. C. Dixon, J. W. Thurman, C. F. Bland, J. A 
Knox, J. G. Dudley, H. A. Alphim, H. S. Spaulding, S. 7 
Hicks, C. W. Buckman, W. M. Martin, C. W. Davis, 
W. Hodge, W. C. Underhill, W. E. Munday, W. N. Ra: 
W. R. Doscher, L. B. Brickenstein, R. L. Stallings, J. S 
Wallace. 

Representatives of manufacturers and jobbing house 
were: Adolph Mueller and C. T. Ford, H. Mueller Manu 
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Decatur, Ill.; B. M. Glick, Glauber Brass 
Cleveland, Ohio; H. 
Md.; W. B. Tomlinson, 
x, vat &. A. 

B 


) 


facturing Co 
Manutacturing Co., Roberts, Krauss 
& Roberts, Baltimore, 
Carolina Supply Co., Norfo Poole, jr., Crane 
Co., Baltimore. Md.: W. Ottke, The 
\hrens & Ott Manufacturing Co., Louisville, Ky.; J. D. 
Randle, The James Robertson Manufacturing Co.. 


Balti- 
Md.; C. B. Wilson 


} 
adelphia 


arrett, R. L 


es & Cadbury, Phil 


—_ 


more, Haines, Jor 


SOUTH CAROLINA MASTER PLUMBERS ORGAN. 
IZE. 

The South Carolina Association ot Master Plumbers 

,on Luesday, April 22nd, 

the National 


’ 


was organized in Columbia. S. ( 
Brown, of New 


Master 


by I. J. York, a director in 


\ssociation of Plumbers ()t the 104 maste 


] . 1, 2 ‘ ] 
plumbers in South Carolina, 49 were present at the meet 
Ine fhe state association has a membership of 70 
present 

, ‘ : | , | | 
Phe new association of master plumbers elected the 

: 7 : - | ’ 1 . } ' 

following officers \. ID. Palmer, president, Columbia 


harleston; fulius | 
R. Wood, 
Olumbia, and A. f 


meeting of 


R. M Masters, vice-preside 
Smith, treasurer, ( harleston: R 


lumbia H. B 


: 1 j 1 { 
Were selected as delegates tO thie 


secretary (09 
Chapman, of ( 
of Sumter, 
the national association in Philadelphia in June. 


J 
The next annual meeting ot the new association will be 


| 1 _ a _ ° j , . y . ° 
held in Charleston on the second Tuesday in next \pril 
> 7 “ ] “ . . ee 4 7 ] . ] 1, " 
Rock Hill made a strone bid tor the meetin but the 
delegates S( lected ( harleston 
: > 4] ‘ +] 

A teature ot the meeting ot the mast plumb m Ce 
| ° , + e 1} 
lumbuia Was tiie pardecue given tne! 1) Tithe Litern ] | 
ite re tT } - +} ~ sat be rt ~ f 1 SHtTpt) ( ] 
LITGRCW OOC ) iif SUTOULIICTII . cL A ty? \ ) VIIICTI 

| y 7 | | 

Kkadmund N. Joyner. ir.. is general manavet Phe barbect 

e ‘ ~ 4 te 4 7" ail ee ' ] : ee 
Vas SOCTVeCd 1M he PaViliol <LI Rida WOO) Wal \ eCnioved 

7 ‘ : | 

by the master plumbers well as uests 
plumbers were brought to Ridgew ttera 111 ybil 
ride over Columbia 

Convening at 10 a. m., the plumbers O 
until 4 p. m., except trom 1 to 2 o'clock, when the V ¢ 

{ . } lO? 
entertained at luncheon at the Waldo cate by the Co 
1 | + ] 
lumbia association ot plumbe rs ( a tees on Ie la 
: S } 2 3 1 , ] 
t1i0n, Sanitation and apprentices were ippointed at tii 
. , ‘ , 1 { ; ' ‘ x 

meeting Phe SESSION WaS Ii I 12 OTL EN rall over thre Na 


tional State bank ot Columb: 


INDIANA STATE LADIES’ AUXILIARY. 


The Ladies’ Auxiliary to Indiana Plumbers 
\ssociation is very active these days, and we hope to 


publish a 


V ( ek >. 


F141] the proceedings within a few 


rep rt of 


the 


soon as 


Mrs. Geo. A. Geis, state president, is completing 


ippointments of her board of directors, and as 


this task is completed the board will approve and adopt 
which have already been prepared. 
the 
“Ladies” will 
6c gy ' 


the word “of” on 


hand 


the by-laws, 
The 
the Master 


ppear above 


will be same as 


Wo rd 


auxiliary 
the 
circle and 
hand the “the” on 
and the word “auxiliary” at the bottom. 

Much interest is expected to be displayed in this new 
movement, which is the first State Ladies’ Auxiliary of 
\faster Plumbers ever formed in the world. Many other 
interest, the 


monogram of the 
Plumbers, 
the outside 


except 


| 
ile 


<i 


left side: word the right side, 


are watching the progress with and 


movement 1s likely to spread. 
The probably be 


ming 


states 


new venture will discussed ai the 


National Convention. 
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CONVENTION. OF FLORIDA ASSOCIA- 
TION OF MASTER PLUMBERS. 


ANNUAL 


On April 30th the Florida master plumbers held their 
annual convention at Jacksonville, in the auditoitum of 
the Board of Trade President James N., ¢ ns esided 

it the openin in Secre- 
Joseph W. ] er was 
Pest Wit! ; 1] to 
1)] le é ite every 
nportant ft V1 iN? 
he Late re tT} 

Pre len Laie l 
peech o vhich 





‘ y ' 
Ti ; who 
is itt Ti¢ Ac 
Lie I e's 
The enti - 
’ rv¢ } 
. i i | ct 
*T t Ps + 1) and 
James N. Coons, Ing 
Retiring President. Hsing 
Til { It tine 
{ rh | il Va i 4 id ht i 1} f i i T ¢ hip 
ind thre nmnan cs thie i oe ! { | t ) ly ’ i. 
I RR ports if TI le ~ (*] he ‘ 
Sal ourishine conditiotr 
Election of Officers. 
Phe toll in thre ‘ t the elect 
[> é rele mt # \I Rel Ta son ille , P 


| . Raehn, Orland ecretar\ | \\ Fowler At 

rite reassure! \ Whitesell. Clear —_ DI 
ent t thre rfionaga \ Sarat \la ‘ 
(, us, Jacksonville. 

Del, ’ | “1 f en) () 
Ol Dayton nd |. W vier t fa nvil 
ilternat: bed ift¢ ire t (sod rete 
ay C (, |? , | |] 

Banquet. 

L lic nvent | t} 
i banquet at th \ra 

\tter the dinner J : Rath id 
dress Son t | ’ nded nal 
Director Isa r By n. PD lahot lohn Fo 
city plumb nspector, ©. O n, a tant pluml 
ing inspector, Charles Wol an I ‘J erie 
| VW Dubose and Marl PL oe ( 

Those present at the banquet ere lohn ko (; 
H. Keete, Charle I. Chapman, Charl Phe 
(>. Bouts, J. W. Fowler, R. E. Patten, A. L. Wright. Fern 
est McCarthy, (¢ im “si R. LL. Slauter \ J 


Campbell, P. R. Mathis 


Walker, J. Othen, W. F. Clarke, Charles W. Smith, Ge 
Ff. Ballou, L. M. Roberts, George DuBose, J. W. Cardy 
Charles G. Belote, M. R. Hooker, C. H. Houghton, Joh 
W. Dubose of. Jacksonville; W. E. M. Andre W. H 


Mahony, of Tampa; C. J 
Willey and C. F. 
vine, of Orlando; F. W 
borne, Charles W 
of Baltimore; V. C Daytona 
bow, Auto and Supply Co., of Palatka; 
J. Mahoney, of Savannah: C. V. 


Moore, of St 
Miami: Jos. Os 
Tohn |) 


Beach: 1) 
J. 


(hapman, of 
Gailer, Daytona 


_ —_ 
(;rant, oO Ben 


of Clearwater: D. 


son, of Gainesville 


Randle. 


Whiteside. 


Sim p- 


aerate 
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CANADIAN INSTITUTE OF SANITARY ENGI- 
NEERS HOLD FIRST ANNUAL CON- 
VENTION. 


rst annual conven- 


Qn April 16th, 17th and 18th the t 
t the Canadian Institute of Sanitary Iengineers was 
held at Winnipeg with a view to forming a society or 


ssociation and also to standardize material and methods 


construction in plumbing 

The morning of the first day was occupied by the reg- 
stration of delegates and the appointment of a chairman 
and secretary (pro tem), James Smith and W. McFarlane, 
both of Winnipe gy bemg chosen for the respective posi- 
trons \ resolution was then introduced setting torth 
he desirability of torming an association, which was 
unanimously adopted and a committee was appointed to 
consider and report on the constitution and by-laws. 
Chairman James Smith then addressed the convention 


and in an inspiring talk set forth the objects of the so- 


speech of welcome. COtTmT- 





objects of the meeting and 


~~ 


James Smith, Winnipeg, President Canadian Institute of 
Sanitary Engineers. 


enceniwis ro by derived \lderman | | Wallace also 
spoke and was responded to by Mr. Watson, of Saskatche 


Wednesday Afternoon Session. 


| 


\ discussion on the endorsement ot the necessity of 
a final air or smoke test on completion oft a job, arose 
from the reading of a paper by Mr. Thomas on “House 
raps.” 

Thursday Morning Session. 

On Thursday morning G. G. Taylor, of Saskatoon, read 
1 paper on “Drains, Soil Pipes and Main Waste Pipes,” 
vhich resulted in the standardizing of cast iron, wrought 
ron or steel, brass and lead pipe \ paper on “Pipe 
lerminals,” by \\ Mekarlane, Winnipeg, followed 

Thursday Afternoon Session. 

\t the afternoon session papers on “Fixture Traps,” 
by J. MeNeil, and “Vent Pipes,” by E. Samson, both of 
Winnipeg were read and caused an interesting discus- 
s10n. 

Friday Session. 
\ letter from Thos. J. Claffy, president of the Ameri- 


can Society of Plumbing Inspectors and Sanitary Engi- 
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neers, Chicago IIl., was read, and it was unanimously de- 
cided to spread it on the minutes. 

The remainder of the session was taken up in the elec- 
tion of officers and adoption of the constitution, which 
is very similar to that of the American Society though 
much wider in its scope, allowing representatives from 
master plumbers’ associations and journeymen’s unions 
to become active members to a limited degree, and both 
will have a representative on the Board of Directors. 

The election of officers was then taken up with the 
following result: 

President, James Smith, Manitoba; first vice-president, 
kK. P. Fletcher, Alberta; second vice-president, J. G. 
Morgan, British Columbia; third vice-president, G. G. 
Taylor, Saskatchewan; fourth vice-president, A. J. Peckett, 
(Ontario; secretary-treasurer, Wm. McFarlane. Board ot 
Directors—Thomas \WVatson, Harry Nash and J. Wood- 
ing, 

The business of the convention extended into the fol- 
lowing day, when FE, P. Fletcher read a paper on “Exam- 
ination of Plumbers.” 

kdmonton was selected tor the next convention. 

The following is a list of those present: 

Thomas Watson, J. A. Bertwistle, Thos. Newis, James 
\dam, H. D. Mathias, H. KE. Plaxton, James Mackie, 
lohn Wooding, S. S. Kennedy, Frank Simmons, Wm. H 
Rose, |. Ek. L. Homer, C. FE. Chown, O. K. Robb, L. W. 
White, H. M. Agnew, W. J. Brick, J. Smith, Walter C 
hlavin, John McNeil, Wm. Todd, R. J. Thomas, G. M. 
fraser, D. Phillip, John Muter, |. Kenney, Wm. Toole, 
Kk. Samson, Wm. McFarlane, F. Mount, Geo. Wharton, 
S. W. Harris, Chas. Ek. Good, A. L. Milligan, E. P. 
Fletcher, H. Ochampaugh, Harry Nash, William Carse, 
J. kK. Huntbach, Herman H. Mintz, H. G. Jerge, T. P 
Baylis, A. Ff 
dear Knechtel, Robert Heffelfinger, Wm. Fairley, R 
D. Kirk, Fred Tead, A. G. Warr, A. J 


Peckett, James Sterling, W. Brayley, S. Macnamara, 


Higegins, W. G. Jones, Geo. G. Taylor, 


| 


| Swain, ( 


| 


(;. Southon, W. C. Heinrich, |. G. Morgan 


Entertainment. 


Qn Thursday evening the delegates were the guests 
of the master plumbers ot Winnipeg at a “smoker,” and 
on Friday evening they were entertained by the jobbers 
manufacturers and commission agents at a banquet in th 
Royal Alexandria Hotel. 

On Saturday, just before time for departing, the dele 
gates were taken on an automobile tour through Winn1 


peg 


INDIANAPOLIS MASTER PLUMBERS’ WIVES 
ORGANIZE AND ELECT OFFICERS. 


The Indianapolis Master Plumbers’ wives held a meet- 
ing Friday afternoon, May 2nd, for the purpose of organ 
izing an Indianapolis local auxiliary of the association, 
a state auxiliary having been formed by State President 
Wm. J. Woolley at the time of the Indiana State Con 
vention of Master Plumbers held in Indianapolis, March 
12th, 1913. The newly elected President of the State 
Auxiliary, Mrs. Geo. Geis, acted as chairman of the meet 
ing and the following officers were elected for th: 
ensuing year: President, Mrs. Jas. A. Wilson; vice-pres 
ident, Mrs. J. A. Diggle; secretary, Mrs. L. B. Skinner 
treasurer, Mrs. C. D. Locke. In addition to the regular 
business transacted during the meeting, refreshments 
were served by Mrs. Courtney and Mrs. Geis, and a’ 
present enjoyed a very pleasant social time. 
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WOONSOCKET MASTER PLUMBERS ORGANIZE. 





The master plumbers of Woonsocket, R. I., have taken 
the first steps toward the organization of a master plumb- 
ers’ association in that city. National Director Richard 
J. Welch, of Lowell, Mass., visited Woonsocket a few 
days ago and addressed the master plumbers on the ques- 
tion of organization, telling them that there was sure to 
be a better understanding among the master plumbers 
of the city if they were members of such an association. 
Temporary organization was effected with William F. 
Barry as temporary president, Willis E. Hope secretary, 
and Frank P. O’Donnell, George A. Grimond and Peter 
B. Mulvey executive committee. Another meeting will 
be held in the near future at which permanent officers will 
be elected. 

INDIANA PRESIDENT ANNOUNCES COMMIT- 

TEES. 

State President Wm. J. Woolley has just announced 
his committee appointments for the year. Much good 
work is expected from these committees during the year, 
as a great deal work of vast importance was assigned 
to each of the committees at the recent convention. The 
committees are as follows: 

Apprentice Committee: John G. 
Indianapolis; Otto A. Toelle, Terre Taute; 
fort Wayne 

Essay Committee: FP. J. Dolan, chairman, LaPorte: 
Karl Clevenger, Muncie; Victor Knauth, Vincennes. 

Legislative Committee: Chas. Holtman, 
Indianapolis; George Kirkhoff, Indianapolis; J. W. Orth, 
Lakayette. 

Sanitary Committee: H. G. Newman, chairman, Evans 
ville; Robert Spice, jr., Fort Wayne; H. H. Meerhoff, 
Richmond. 

Standardization and Guarantees: |]. P. 
man, Lort Wayne; J. F. 
\ndrews, Gary. 

List Price Book: Wm. J. Woolley, 
ville; Hy. W. Denges, Indianapolis; H. H. Highlands, 
Gary; Christian Aichele, South Bend; Chas. Pyke, La 
layette; A. Lindemann, New Albany; Geo. H. Schaeier, 
Terre Haute. 

Arbitration Committee: Wm. J. Woolley, Evansville; 
Jos. G. Hayes, Indianapolis; Geo. A. Geis, Indianapolis. 


chairman, 


Llayes, 
Martin Noll, 


chairman, 


Martin, chair 
Freitag, ‘Terre Haute; J]. S 


chairman, Fvans- 


TRADE PRESS CONVENTION. 


Eighth Annual Meeting of the Federetion of Trade Press 
Associations Called for New York in September. 


President H. M. aaitibiedl of the Federation of Trade 
Press Association in the United States, has announced 
that the eighth annual convention will be held at the Ho 
tel Astor, New York, September 18 to 20, 1913. The 
Federation includes the New York Trade Press Associa- 
tion, the New England Trade Press Association, the Chi 
cago Trade Press Association, the St. Louis-Southwestern 
Trade Press Association, the Philadelphia Trade Press 
\ssociation and a number of unaffiliated publications, the 
total membership being two hundred and thirty-six, rep- 
resenting over seventy-five different trades, industries and 
professions. 

President Swetland has appointed as chairman of the 
(committee on Arrangements, William H. Ukers. editor 
of the Tea and Coffee Trade Journal, who, as president 
of the Grocery and Allied Trade Press of America, was 
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largely responsible tor the highly successful grocery trade 
press convention held at the Hotel McAlpin, New York, 
last January. Mr. Ukers is arranging a program for the 
Federation convention which will provide papers and ad- 
dresses on topics of interest to manufacturers, sales man- 
agers and advertising men as well as to trade paper edi- 
tors and publishers. 

Two SESSIONS will be held daily. There will be edi 
torial, circulation, advertising and publishing symposiums, 
under competent leaders. Many of the leading editors, 
business managers, buyers and sellers of advertising and 
authorities on modern merchandising methods will take 
part. 

On Friday afternoon, September 19, there will be a 
mass meeting with addresses by representative business 
and professional men on subjects of timely interest to 
editors, publishers and advertisers. Distinguished guests 
and worth-while speakers will be at the annual banquet, 
which will be made a memorable social occasion. 

Invitations are being extended to manutacturers, sales 
managers, advertising men, trade paper publishers and all 
others interested in the tdea ot business promotion 
through trade press efficiency, which is to be featured at 


the convention. 


James Walker. 


James Walker, founder of the Walker Mie. & Supply 
('o., 136-138 and 157-161 Larned Street, W. Detroit. Mich 
died at his home in that city on Wednesday 


a 
Ya J Pa 


C! 


bu. any 








mMmorminy 
\pril 30th, in his 86th year Mr. Walker w born 
Dunfermline, Scotland, the birthplace of Andrew Carnegi 
and in his youth worked tor Mr. Carnegie’s father at the 
weavers trade. He came to this country 57 years ago 
and had been engaged in business in Detroit for the past 
‘7 years He is survived by a daughter, Mrs. M. W 
leland, and a son, John Walker, manager ot the Walke: 
Mfg. & Supply Co 


Robert Loudon. 
Robert Loudon, owner and founder of the oldest plum 


me business in Bloomington, 1, died at his home in that 


city on Sunday, April 27th, in his eiehty-tirst year Mi 
Loudon was born in’ Kilmarnock. Ayrshire. Scotland. 
March 18, 1833. and came to this countr mm 618560 and 
settled in \lton, HT., here he bee 1 ft ¢ chan 


in the machine shops of the Terre Haute & Alton rail 


road, now known as the Bie Four In 1883 he moved t 
Bloomington and served tor several years as veneral fore 
man of the machine shops of the Chicago & Alton rail 
road, now known as the Big Four In 1863 he moved to 


fohn Olhs 


until 1868. when he started in the machine 


Foundry & Machine Shop, where he remained 


and plumbin 


business tor himself and opened a shop on South Cen 
er otcreet. In 1870 he moved his establishment to 622 
North Main Street, where he has been doine busines: 
for the past forty-three years. Mr. Loudon was a mem 


ber of the First Baptist church in Bloomington and of 
3, A. F. and A. M. He 


was married in 1854, and his widow, three sons and four 


the Bloomington lodge, No 


daughters survive him 
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VAN ARNAM MFG. CO. BUILDS ANOTHER Olumes and while they are being reprinted, the mem 
ADDITION. vrs have been asked, in a circular letter, to watt with 


until the new copies can be provided 














another addition to its factory to secure BATH TUB MANUFACTURER SENTENCED TO 
Phe 3 building is 24 ft.x50 ft PRISON. 


WILL MANUFACTURE PLUMBERS SPECIALTIES. \Ibert Weil, secretary and treasurer of the Louis Lipp 


(o.. bath tub manutacturers. at Cincinnati. ©.. was sen- 


() | Plumbers Specialty Co... of New York City tenced to serve sixty days in prison at Troy, O., by 
apital of $10,000 1) L'nited States Dustrict Judge Hollisters, on Saturday, 

boy 1 JOINS Linde Avenue, New York City, 1s at the lay 3rd, according to a dispatch by the Associated Press 
enterprise \ tine of $2,500 was imposed by the court upon the 


ompany atter it plead guilty to violating the interstate 
WILL MANUFACTURE PLUMBERS’ BRASS commerce law by underbilling goods shipped from its 
GOODS. lractory 


| Paramount Brass Manutacturine Co.. of Cleveland WILL BE ENTERTAINED ROYALLY AT CHATTA- 
() ven mecorporated with a capital of $10,000 1 NOOGA. 


haa ers’ |r ‘j- lhe incorporators are —————— 
Hh Dehs Villiaw. Crimme!l C Dehn and Tara fhe annual reunion ot the Confederate Veterans will 
be held in Chattanooga, Tenn., on Tuesday, Wednesday 
id Thursday, May 27th, 28th and 29th The Chatta- 
WILL MANUFACTURE HEATING SPECIALTIES. nooga Aanutacturers’ Association is making = arrange- 


ents to entertain the visitors in a roval manner. F. H. 


Squire Co., of Youngstown O., has bee: (Caldwell, president of the Cahill Iron Works, of that 
ry rated vitl 1 capita tf SPOOOO to manutacture It \ ls hairman ot the entertainment committee, and he 
+f ar : no stone unturned to have everything in readi 

' i» ' j 4 ' ' 4 ’ ’ ‘ . ‘ ty tiv, ¥? if " t 
Ff. Rukenbi It. M. Squire, John H. Fiteh, 4 ereat even 
\] Sci) 
+} ; 


JAS. P. MARSH & CO. NOW IN NEW BUSINESS 
WILL BUILD A MODERN FACTORY. HOME. 


Phe € lew ned tleater Co nd the Cleveland Spee jas. P. Marsh & Co.., manutacturers of gauges, auto 
; a. 1 ( I¢ ‘ bnid { ) Mae purchased thre Tati valves and steam specialties, are now located in) 

| near that city and have retained the George their new business home at 118-124 South Clinton Street 
Ruder ¢ fo prepare plans tor the construction 0: ( hicago Their new general offices are very attractive 
dern factory buildings and their factory, occupying a floor space of 7,800 square 
feet. 1s admirably adapted for its purpose. Much new 


WILL DEAL IN PLUMBERS’ SPECIALTIES. cquipmenhnt has been added with the intention of mate 

; rially increasing the output of the company’s product 

The ] 1 Sales Co. has been organized to sell This company was founded in 1865 by Jas. P. Walsh 

: pecialties and has opened offices at 755 West its president, and it was for thirty-eight years located 

Lake street, Chicago lohn T. Fitzsimmons, who 1s well at 321-323 West Washington Street. About four vears 

vn to the plumbing trade in Chicago, is president ot ago Orville W. Thompson purchased an interest in th: 

the me ompanv. and Geo. W. Hanson is secretary and company, and he has since that time been its secretary 
treacnret and treasurer 


PROCEEDINGS OF THE NATIONAL DISTRICT THE NESER & QUINN CO. ORGANIZED TO DEAL 
HEATING ASSOCIATION DESTROYED. IN PLUMBING SUPPLIES. 


Phe recent flood at Davton. Ohio. and the fire which C. Ek. Neser, T. D. Neser and J. P. Quinn, all of Cran 
llowed it, destroyed the hook bindery of Johnson & (o.’s branch house at Baltimore, Md., have just organize: 
\V'atson. where the bound volumes of the proceedings the Neser & Quinn Co. to deal in plumbing supplies a! 
the National District Heating Association were just the corner of Lexington and Green Streets, Baltimore 
completed and ready for delivery. This naturally causes Md. At this location the company occupies a buildin: 
considerably delav in the production of these bound with a floor space of about 20,000 square feet, and in add: 
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tion the company also occupies the basement of the Smith 
Cough Drop plant, and a one story building erected for 
a bowling alley. The Neser brothers and Mr. Quinn were 
with the Crane Co. tor eight years, while the latter put 
in several more years with the McShane Co. The out 
look for the new company is unusually promising. It will 
pay particular attention to the jobbing trade as several 
manufacturers will make the new house its distributing 


point for the South. 


NEW OFFICES AND SHOW-ROOMS OF THE 
KEWANEE BOILER CO. IN CHICAGO. 


The Kewanee Boiler Co., whose location in Chicago 
on West Lake street for many vears and later on Michigan 





Market Street Entrance to Kewanee Boiler Co., Showing Ele- 
vator in Sidewalk. 


avenue was familiar to the trade have a right to feel proud 
of the new quarters recently occupied by them 
The new offices and show-rooms are at the northeast 
corner of Washington and Market streets, where ample 
room tor display, offices and warerooms ts provided 
The main office entrance is on Washington. street, 


where a frontage of twenty-five feet and a depth of forts 





Chicago Office of Kewanee Boiler Co. 


eet gives plenty of room This room connects with 
nother in the shape of an L, giving a display frontage 
n Market street of twenty-five feet, as well as space 
r a stock room adjoining it on the north. 


The entire basement of the building is utilized as a 
tock room for boilers, tanks and supplies, and with the 
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Chicago Showroom of Kewanee Boiler 


thie ( hicago ceneral representat Ma \ r¢ in) 


the alustration of the office force 








7 
se 
fr 
} 
. <a ey — 
S nN a : “<2 7 eit 
ii ME Yoo 
a ‘ 
z ( 4 
. 
2 ee 
























ee 
l Onvion é 
+) 2 see eee 
(hhris Horton, general manavet thre 
department (of thie ( olonial ‘ Tie 
po! fo). announce Thal lhe ome i! l f 
making good, and that additions to th 
it an early cate 
Ke. Lillie, who rr othe past 
vestern representative tor the Nove 
(). mannutacturers I neatin t ! 
headquarters at the home tice of t Dp 
built up a most Satistactory Duasine 
from his headquarters cil Denver wid hy Wail rT 
in the trade will be glad to knov 
lame 1) Brady ha heen appomted 
sentative for the Sloan Valve Co r 
quarters at the Cadillac Tlotel, New York 11 , 
tered upon his new duti \lav Ist I 
merly connected with thie \] { ii ble an | { 
aver oO! if \rehitectural department 
ind lates occupied Tie 
\Vare department 
frank \ Bowers secretary ind trea 
Wheeling Steel and Iron ¢ W hee 
resigned his position to become | lated 
(;eorge Bowers, owner and veneral manavet 
\ilanningeton Sanitary Pottery § if Manninet 
the Mannington plant has had it ipacity mereased of 
late. and an extension 1? trace Cone f1Oons pcen 
arranged for, all oft 1! eep the 
tinued operation throuvhe t tive vewy 
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LIMBERT IN CHICAGO MEANS PIPE. 


‘One ot the men prominent at the recent convention of 
he National Pipe and Supplies Association was Geo. B. 


Aambert, of Geo. B. Limbert & Co. Chicago. who was 


lected a director of the association at that time 
M1 Limbert is well known to thie trade in the Middie 
vect having traveled the states of Illinois and lowa 
y yeat vo for the old Fieldhouse & Deutscher Mtge 
Later he was with the National Tube Co. and James 





Geo. B. Limbert in a Familiar Pose 


Bb. Clow & Sons. and in 1807 established the tirm ot Geo 


ie lom bert Ww LO on fulton Street in ( hicago 


hie business has been maimtained as a specialty house 
on stean FOOdUS only, the tactoryv tor t hie Hange and screw 
nttinges being at lvast (hicageo Indiana Power plant 
piping has been given special attention. The piping in 


the Chicavo & Northwestern Station at ¢ hicago and the 
nion Station at Kansas City are examples 
Mi Limbert is chairman of the IUllimois Pipe Jobbers’ 
Association, and 1s well known in ¢ hicago business circles. 
His jovial disposition and winning personality make him 


well worth knowing 
“A STUDY IN HOME HEATING” 


lhe Trane Co., of LaCrosse, Wis., has just published 
an exceedingly attractive twenty four page booklet, en- 
titled “A Study in Home Heating,” illustrating and describ- 
ing the Trane vapor system of heating. The booklet is 
printed in two colors and a fine sample of the printer's 
art. The Trane Co. expects that it will prove a valuable 
aid for heating contractors in) securing new business 
Interested parties can obtain copies of the booklet and 
complete information upon request, mentioning “Domes- 


tic Eneimeering 
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THE KORFF ADJUSTABLE SINK FRAME. 

The Korff Manufacturing Co., of Lansing, Mich., i: 
manufacturing the Korff adjustable sink frame, shown 
herewith, which is said to have made a hit with pro 
gressive plumbing contractors owing to the fact that it 
is easily and quickly put up, no wooden cleats being 
required: it can be fastened to the studding direct, is 
absolutely sanitary and adjustable to any regular siz 
sink, with or without pump-board. Those who have not 






EXTENSION ° 
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The Korff Adjustable Sink Frame. 


yet seen this sink frame can get posted by writing the 
manufacturers for complete information, mentioning 


Dyomestic Eneineeringe.” 


THE CROWN RELIEF VALVE. 


_~ 


(rown rehlef valve. shown herewith. 1s made « 


new lines and designed for ordinary purposes and 
pressures. It has no seat to clog or wear and is there 


fore essentially different from the poppet type. Instead 
having a valve which tits on a seat, it has a plunger 


which works in a cylinder having a 


pluralit | relatively small apertures 
through it. In the closed position these 


apertures are covered by the plunger, 
which is held in position hy a spring, 
the tension of which 1s_ adjustable 
through a wide range by means of a 
screw \henever the pressure agarmst 
the bottom ot the plunger exceeds the 
tension of the spring, the plunger 
moves and uncovers the holes enough 


to allow the excess liquid to pass 





through to the discharge outlet. \s 
soon as the pressure falls to the point 
for which the spring is adjusted the 





plunger returns to its original position and closes the 
discharge. This valve is said to be particularly desirable 
for pneumatic water supply systems and for air com 
pressors, and interested parties can obtain full particulars 
upon request to the manufacturers, The Crown Specialty 
Co. P. O. Box 297, Chicago, mentioning “Domesti 


Ieneimeering.”’ 


NEW CATALOG OF E. B. BADGER & SONS CO. 


1 


An attractive catalog has recently been issued by thi 
E. B. Badger & Sons Co. of Boston, Mass., coppersmith 
and sheet metal workers. This catalog is handsomel 
printed in’two colors and describes, illustrates, and give 
prices for their line. of Badger Quality Copper Boile: 


Metal Sinks, Hospital Sterilizers, etc. It contains c: 


vincing sales arguments for copper boilers, metal sin! 








May 10, 1915. DOMESTIC ENGINEERING 165 


and every plumber should have a copy available. Those burner. The burner is simple in construction, reliable 


interested can obtain a tree COpPy by writing to E B. and efhicient in operation, easily reculated, causes neithet 
smoke nor odor and is moderate in price Interested 
parties can obtain complete Intormation trom the manu 


facturer upon request, mentioning “Domesti i.ngineer 


ing. 
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Consumers otf ply rot ire tT rad sol 
ery ite ire shown nly urrent 
quotatio. Con thre ther hand I tha 
iron 3s be sed up at , F othe 
r | : ntracts CX] rh 

ontl lor tha eason buy ) 
more Of at nterest in the mat it ! bbie that 

New Catalog of E. B. Badger & Sons. shots saw tacos terein sevens | 

Badvey & Sons ¢ G4 Pitts St Pays Mase nentiot er oOo} OOOO to TOOO00 tons O94 1] mime? 17) 

ne Domest } neimeerme terest smilies ISUMTC | id 
buv freely he buying by th 

mal i! dut \pl ! (O00) il 

THE PORTER HYDROCARBON BURNERS. on nd ) —_ | . 
of th ( r there \ 1) OOo cars nok Prreot yr vVe th 
The Porter [lydrocarbon Burner Co., of 51 East Ferry | re ees = ones ie : ; 7 ) 
1} was Nn poor there pb ) \pril | 
street, St. Louis, Mo., manutacturer of the Porter Hydre nha - oan : be aie | | Ve | | 
carbon buraer, has met with a gratifying demand fot ag oe = | 
this device hich can be readily attached to any heatin: v9 ) er ae =F ) , 
boiler, whether steam ort | LY a a ‘ pape 
) het water, gas or gas Ny, “eae = os. ss di 
lime hot water heater, Cy] * ; och ; . 
any furnace or coal burn sea a Nenbe | , | 
ing stove of any kind | ie i | | 
The fuel used in this i. ; ; 
Delica Sin Hine tietilin Bina, | A Steady Market in Copper. 
We Phe best known brands of copper reo di 
sene, Phe air 1S (ils mand. and it would probably be i: ! 
tributed about the burner . a ‘ ge 5 
proper in a novel manner —_—  aaeacaseit _ either | Tn . sein prem . 
ela eae su delivery within the next sixtv day fhe lturopean mat 
| : Tee ket 1s firm and American consume! re also steadyin: 
assure the uniform | Ol i ceili aia | Wiis te Wt BFE sie Wis. ata 
even burning of the fuel ! : : 
The air also distributes igi 
and spreads the flames Pin. 
issuing from the burner The market is steady and somewhat highet ere has 
The requisite oxygen is been a fair buying, but most consumers seem unwillin 
produced to assure the to make any large commitments at present, preferring to 
perfect combustion of the buy in small lots Sales have been made during 1 
fuel admitted to the week at 491% cents 
burner so as to minimize 
the weight of the fuel Lead. 
and at the same time in The market 1s steady and firm at the higher eure of 
crease its heating qual 150 cents New York and 4.35 cents St. [ou 
ities, The oll supply 1s 
initially fed to the pan in Old Metals. 
predetermined quantits New York dealers’ buying price ir 


The Hydrocarbon Burner 
on the Job. for enabling the lighting Light copper .... £1997 te, S19 GO 


ot the burner and there- Strictly crucible copper 1 50) 14 00 


after transtorming the liquid into a gaseous fluid in order U'nerucibled heavy copper 13.25 1250 


t ASSLTC it~ perte t combustion with the maximum [ nerucibled Coppel Wit é 13 Oe | , 2 


LO 


heat efficiency while the burner is in action. The burner No. 1 machine comp 12 50) 12 


1S constructed entirely of metal and neo wick is required Xo. 1 comp turnines 1150 1 On 
Its parts are so arranged that they can readily be de- New brass clippings 10.00 1.25, 
tached and separated to permit the cleaning of the Cocks and faucets 10.00 11.00 
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California 


San Francisco. 








local plumbing contracts ontinue to appear at a 
ipid rate, and tew of the leading plumbers have about 
:, CAI nal he time yeu bhere 
plaint quarte hie 

f rat ! re msid pis ette than i Caf aXkO 

Lhe nt rospective ork mn in the hands of 
rd | ptimisn Some ot the larger 


spect have been mentioned, but these are com 


parative! few in number, and are of less interest to the 
, , , , ' , Bo 

ran} ind tile () The rade thar mons or moderate size. 

llay 5 Jo! vor} Or thi cnaracter ar¢ constantly bemne an- 


nounced. and include an unusuallv large number of hotel 


ind apartment buildings ot substantial type which, 
though not requiring the most expensive class of goods, 
vill | ell equipped with modern sanitary and heating 
i¢ 

binprovement mm othe nited State Military Reserva 
tions in San Francisco and vicinity have been an im portant 


item in the last tew vears, and are still furnishing con 
iderable work The latest contracts announced are for 
nl-burning and distributing equipment at the various posts 
fhe contract for oi] burners at the Presidio and Fort 
Winteld Scott has been awarded to the American Heat & 
Power Co., at $20,100, a similar installation at Fort Baker 
ving taken by the S. T. Johnson Co., at $6,380; while the 
il-pipe line at Fort Baker will be laid by Pringle, Dunn 
& Co., for $4,295. The American Heat & Power Company 
also has a $590 contract tor oil burners in the command 
inv officers’ quarters at Fort Mason \dded to this will 
on be the plumbing, etc., in the new barracks building 
in the Presidio, and in the Government structures connect- 
ed with the Exposition 

One of the largest plumbing contracts recently let was 
that for the Agricultural building of the Panama-Pacific 


XY position, atrountine tt: $°4 410, taken bv the Peterson 


\nother important contract of the week is that for 8- 


story Kowalsky Llotel building on Mason Street near 


nee 
a 


plumbing, electric wiring, and heating sys- 


Hl all be installed by ©. Kurtz. on a figure of 


- 
—~ 
a 


. J. Klimm has just taken a small job, including plumb- 
ing, heating and piping for a vacuum cleaning plant, for 
the two story Rathjen building on Ellis Street, near Leav- 
enworth 


( ondon A Band. 1s ellis street have secured some of 


. } | , | 

the largest contracts in the way ot plumbing that has 
been recorded 11) ther City ces SOnie Tie \mong the 
contracts on hand at the present time are Realty Nv 


Rebuilding Co.’s building, $11,869; Levi & Pilger’s build 
mg, $2,175: Clara Bibbero building, $2,325; Ford Motor 
Car Co.’s building, $6.385: Browne building, $15,780; Union 
Pacific Salt Co.’s building, $1,675; C. S. Howard building, 
$1,632; Ray Levin apartments, $5,869; Knickerbocker 


apartments, $6 S00: Schleicher apartments, 38,600 
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The John G. Sutton Co. has two contracts on the new 
annex to the Stewart Hotel on Geary Street: the tile work 
at $3,450, and steam heating system at $2,955. The same 
company has the heating contract in the new Heald’s Busi- 
ness College building at Van Ness Avenue and Post Street 
at $4,850, the plumbing work on this building being taken 
by Fisher & Wolfe at $5,400 

The State Senate has just passed a new tenement-house 
act, applying to apartments as well as tenements, whuicl 


will brine about a closer control over such construction b 


\ 


building inspectors and boards of health \mong othe 
things it is required that when such a building is heated 
yy an oil-burning plant, such a plant must be located 
in a room of masonry construction, with a fire door six 
inches from the floor, with windows of thick wire-glass 
set in metal frames. Moreover, all apartment houses more 
than two stories high must have two puneeniil fire escapes, 
ne on the front of the building 

fom F. leary, manager of the Pacific Coast branch of 
the Hi. Mueller Manufacturing Co., reports some all-round 
improvement, and says that an excellent run of business 
is being turned in by the men traveling to the north and 
outh. He is also pleased with results in the nearby terr1- 
tory, hut « x per ts to make a mut h bette r showing after the 
arrival of an extra salesman, whom he expects shortly 
from one of the eastern offices. 

\rthur Griggs and Hugh Owens have bought out the 
plumbing department of the Exeter Hardware Co., at Ex- 
PTT. (al 

Bids will be taken May 19th for the construction, in- 
cluding plumbing, heating, ete., of the Durant school in 
Oakland. 

Plans are being prepared for an $80,000 high school 
building to be erected ia the town otf Huntington Park, 
Cal 

\l. Slavin, Pasadena, Cal., is taking bids on plumbing, 
wiring and heating plant for an eight-story office building 
to be erected in that city at a cost of $90,000. 

The Union Hardware & Plumbing Co., of San Luis 
()bispo, Cal., has put in a stock of gas engines, pumps, etc. 

figures are being taken on the plumbing, heating and 
viring for a five-storv hotel building on Fifth street, near 
{ rocker, Los \neels S 

\n award is expected shortly for the general constru: 
tion of the State Normal School at Los Angeles, to cost 


approximately $600,000, bids for which were opened re 


cently at Sacramento. 

Plans will soon be out for a 120-room apartment house 
for the Ios Angeles Securities Co., at Temple and Bunker 
Hill Avenues, [Los \ngeles. 

One of the largest buildings now under way at [Los 
\nceles is the 14-story structure of the Home Builders 
(o.. costing $500,000, a permit for which has just been 
taken out 

[he city commission of Sacramento, Cal., has adopted 
plans for the proposed municipal jail and hall of justice, 


a five story building to cost about $208 000. \nother mu- 


nicipal building to be figured shortly is a new hall of rec- 


ords at Merced, Cal. 
\ new corporation at Los Angeles is the Peoples Plumb 
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Seattle. 
\ccording to statements made by prominent plirim! 
concerns of this citv, business among the trade 1s on the 
increase, and larger and better prospects are in view 
During the past three weeks, various plumbing concerns 
have either completed or contracted for several jobs of 
no small importance, and other good business 1s in 
sight, 
Mr. Rustad, of the Rustad Hardware & Plumbing Co., 
$15 Second South, announces the 


Avenue, Signing ol! 


several important contracts and avers that business is 
picking up and that prospects for a busy season are very 
bright. 

Plumbing & Heating 


announces good business during 


Mr. Rautman, of the Rautman 


Co., 617 lourth Avenue, 


the past few weeks and states that everything tends 
towards a prosperous summer. His company, as has 
been mentioned heretofore in this column, has the con- 
tract tor the forty-two-story LL. ©. Smith Building, now 
under construction. 

G. A. Schott, 307 North Eighty-Third Street, plumbing 
and heating contractor, succeeded in lining up about 
eighteen residence contracts for 


plumbing during the 


past two weeks; and the Ernst Hardware & Plumbing 
Co., 514 Pike Street, have about twenty-two contracts on 
hand. The McMahon & Kane Plumbing & Heating Co.. 
1506 Eighth Avenue, and Montgomery & Lavine Plumb- 
ing & Heating Co., 4140 Fourteenth Avenue, Northeast, 
have also been very successful in lining up residence 
contracts for both plumbing and heating. 

\ number of the more important contracts with name 
of owner and contractor, follow: 

ernest Hardware & Plumbing Co., 514 Pike Street, have 
the contract for installing plumbing and heating fixtures 
fixtures for Dr 


in the followine residences Plumbing 


G. R. Davis, 7100 Greenwood Avenue; plumbing fixtures, 
Wilham Gedler, 2535 ‘Twelfth 


and heating 


\veniie, West; plumbing 
soalt, 9838 Twentv-First 
Wilson, 107 West 


plumbing for llorence Crittenden, 


fixtures, Nora f. 
\venue, North; plumbing, 


Rightv-Sece nd Street: 


(;eorge 
9217 Rainier Avenue; [. Grustofson, 1816 Twenty-Sixth 
Winn, 
Parrott, 3813 
W ashing- 


plumbing; plumbing and heating, Miss M 
517 Tenth Avenue, West; 
Twelfth West: plumbing and heating, 


ton Saw Works, 2724 Sixth 


\venue , 
plumbing, C. F 
\venue, 
\venue, South: 20 plumbing 
ind heating fixtures in a block at 616 East 
Pike Street, for Alex Pearson: plumbing at 863 Twentieth 
\venue, South, for August Devarro; 

J. Elhott at 3940 Roosevelt Street: plumbing fixtures for 
Tohnson, 901 Allison Street, also at 905 Allison 
Street; plumbing for F. J. Davidson, 1906 Second Avenue, 


busimess 
plumbing for John 
\lvin 


orth; plumbing, G. R. Davis, 7100 Greenwood Avenue 
and for the installation of both plumbing and heating 
xtures at 2015 Main Street, for M. I. Morris 

G. A. Schott, 307 North Eighty-Third Street, will install 
lumbing fixtures in the following residences: Mrs. C 


Lamper, 313 North Seventy-Third Street; W. H. Howard, 


‘18 North Seventy-Third Street; Mrs. S. Clark, 6527 
fones Avenue. Northwest: Mrs \. Smith, 773 North 


Seventy-Fifth Avenue, also 918 North Seventy-First 
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Street: Mr. Weiner. 334 North Seventy-I! 


Miss Lida Johnson, 528 North Seventy-| Street; 
\l. Miller, 338 North Seventy-]! rth Street: Mrs. E. B 
lowroy. is North SEeVeENTN hird Street | LOF 
installing plumbine and heating for |. W. Garland at 
(00 North Seventy-lourth Street 

\ic\Mahon Plumbing AN rleattl ‘ } hth 
\venue, were recently awarded the contract | nstall- 
ing thirty-two plumbine and heating fixture t 1223 
Second Avenue tor Mrs. ¢ Galland: this jol pproxi- 
mates the expenditure of $1,500. This company also has 
the contracts tor plumbing in the following residences 
K. P. Vowel, 6537 Greenwood Avenu , ¥\ Milroy, 
36 East Fittv-Sixth Street, a S40 | Sixth 
Street, and tor My mma . ert yy || ieth 
\venue, Northeast 

The Independent Plumbine & Ileating | 404 Lurst 
\venue, has the tollowine ontract Piumbin fixture 
it 1618 North kittyv-kitth Street, for James Shannon; 
plumbing fixtures for T. R. Johnsor t 7026 Eighteenth 


\venue, Northwest 
Inewerson & Boretord, 3035 West Seventy 
vill install plumbing fixtures at 3027 West Seventteth 
3 tree ror \\ \ akin 
\venue. Northwest. tor \ 
Rustad Heating & 


7 - . ‘ ‘ 
Plumbing ©. 15 Secon enue, 


South, recently secured a contract for installing plumb 
ing and heating fixtures at 1427 Jackson Street for EF. W 
Way: this iob approximates thie expenditure SHO0 
They also have the following residence contracts tor 
plumbing: Sarah LL. Edmonds, 7012 Murra treet; Crus 


Sundquist, 6206 La Fern Street 


Montgomery & Lavine Plumbing & IHleating Co., 4140 


l'ourteenth \ventte Northeast have the contract tor 
plumbing at 1428 Thirty-Sixth Avenue tor the Queen 
(itv Realty Co., and at 42290 Ninth Avenue Northeast 
for Fk. Carlson 

J. N. Shafer & Co., 504 Northlake Avenue, has the 
following plumbing contracts: F. M. Barnes, 1203 West 
Blaine Street: Herbert Smith, 1919 Naomi Place: 6 


Sixteenth Avenue, Northeast, for W. R. Dickson, and 


(035 Twenty-Sixth Avenue, Northwest, tor N. ©. Coppon 
Kennedy & ‘Tvo, plumbing and_ heatin: ont 
2215 East Union Street, will install plumbing fixture it 
6202 Twelfth Avenue, Northeast, for J. Winbher ind at 
1636 Thirty-Fourth Avenue for Mr l'inma Ericksor 
(*. Christopher, 513 Denny Way, will place plumbing 
fixtures at 5008 Oregon Street tor \\ (;. ( Smith, and 
at 4606 Fortv-Ninth Avenue, South, for A. L. Wall 
South Park Plumbing Co., South Par | install 
plumbing fixtures at 4316 Sixth Avénue, South ir Otte 
Keyer, and at 2402 Alamo Place tor J, F 
Georgetown Plumbing Co., 5714 Duwamis! \venue 
will install plumbing rire | ? ( { ) j street or 
S. H. Arnold, also at 1343 Shelton Street for ©. Kimball 
Bids have just been recetved tor a pneumat pressure 
pumping plant to be installed in a1 build 
der construction at Prosser, Was! 


IOWA MASTER STEAM FITTERS TO HOLD FIRST 
ANNUAL CONVENTION. 


‘ \ 4 4 ‘ ; a) , ‘ 1 | 

lhe lowa Master Steam ane Hot VV aAlC I | | i? ‘ lif i old 
- ° ' | \ +1) i ; 17 
their first annual convention in Des Moun la., on Lues 


day and Weedne sday, May Oth and 21st Vithi ne iaquarte! 


¢ , t t 
it the ¢ hamberlain Hotel, according Lihe cial Lif 
‘ = & | ‘ \1 “7 
just issued by President J. I. Gaarvey, of Mi. City 
. f ) | 
and Secretary R. KE. Knauer, of Boone, ta 
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PROGRESSIVE PLUMBING FIRM AT HOOD 
RIVER, OREGON. 


The Healy Plumbing & 


street as awarded 
ina ne hotel and 
cTl Ra Va L ¢ it 
t Tile rie te] at § 


= , ie | 1 
WV oO! lla Open | eood Snape the past week 
' ’ ' i.e... ; ‘. “a 
his ty and all through the outskirts where buildine- 
' 4 1 1, : 
ire springing up e¢ mushrooms The outlook 1s. fin 


Lr, siren \\ , 4 
i l \ . tral { 
' ’ i \I 117 


boarding 


ridCIlel 
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had recent! 


vhes, of the Minnesota Asso- 
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Workshop and Office 
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St. Paul. 
Mmrodt “1 a ime y Stree A] —- 
stitt 1 ( iences at CT s ni 
. et 6 ka Stres ind rT it 
tle ela SUre cl 
(, c ~hHneroeet A { x \\ es SEeVEel th me KB oe ~ 
ntra ; eee “il a i¢ i? + j 
} ey iid 1) \\ es. i Street 
ty | (,eery lh \"\ cs | I eel 53 ihe cos 
(ierT 1? t he steal ] 1 nev { ] i] ] 
} >, { ] i el } \ _ iy ¢ Street \.is i 
? ‘ mi eee, 
| Sn\ ey lool Cs f : ] ( Was lo LCi ie 1 
‘ pee ims iStitti | RR Sourtney s nev Tres] 


of Sinnex & Fisher 


Vieasant Avenue. 


at Hood River, Oregon 
State Association at ils vith the Master Plumbers 
\ssociatio1 t LaCrosse, Wis.. torming a joint organ: 
ition to be known as the Mississippi Valley Mastet 
¥ ers \ssociation. John Sherman, of Winona, Minn 
is elected president, and J. V. Cunningham, otf Winona 
secretal \] llughes also stated that the Minneapolis 
ister plumbers were the guests of the St. Paul masters 
banquet and smoker, held recently at the Hote! 
Kyan, St. Paul, the purpose being to bring about a closer 


Pwin City 


[hie Plumb 


Minneapolis 


Wilkinson at 4249 Bryant 


South 
Lhe 


7 ‘ 


rant klin 


liughes Heating 
\venue, closed 
( residences Ot 
\venue., 


1 7 
rnteentn 


and 


\venue. 


itteent] \venue. SN 





uth «A 


] 


master plumbers 


ing Co., 


\\ enue . 


’ ; 7 4 “> | ‘ . Pr 
| (; llobue Tl, }] i Pleasan 
plumbing in the residence of Arthu 


7 ] ; 
& Plumbing 
the contracts for 
(,oulke, 


172 


( ‘aroline 
Wim. 


;S7 


1420 


S| 


llen« 


Nice 


lett 


Avenue. 


residen ( 


\venue 


is installing the 


has been awarded the plumbing in the new 
Irs. Nettie Tubbs at 3316 Portland 
[ne llessel 1410 Pleasant \venue, 
umbing in the store binlding being 


erected 
: : | 
SOUTH 

\venue, 


(;. Rogren. 


("o.. 


lricks, 


by L. H 


secured thi 


12, 


1514 Kast 
plumbing 


Blackbury, 10 
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W. 7. Welch, 1] West Street, was 
awarded the plumbing in the dwelling and store building 
for F. H. Aldrich, 318 West Lake Street. 

(). F. Kohl & Co., 808 \venue, 
secured the pumbing contracts in the residences of C. E. 
(has. Jf. 


Twenty-Sixth 


lirst South. have 


Daniels, 4626 Dupont Avenue, South, and 
Ketchner, 3206 Sixth Street, North. 

J. P. Sweigart & Co., 1804 Washington Avenue, North, 
was the successful bidder on the large flat building being 
erected by John A. Burst at 1917-19 
South 


A 


lkmmerson Avenue. 


fourth venue, South. 1s insta 
rth A Sout! tall 


Hf. H 


Ed Zimmerman, 2108 


plumbing in the new flat building of 
2416 kourth Avenue, South 
Worthingham & Co., 322 Third 
closed the contracts for plumbing in the 
mM. V. 1346 Portland 
2924 Pleasant Avenue, 
Stroder & Greening, 139 East 


ing the 
] | . 
7t es Ge 
\venue, South, have 
residences ot 
Trevor, Avenue, and J. G. Reid, 
Lake Street. secured the 
John 
Eneer. 3509 


fatth 


contracts tor the plumbing in the new dwellings ot 
J. Johnson, 4151 Pleasant 
First Avenue, South, ane 


Avenue, South. 


\venue. Richard 
Henry \\ leg. 


— 


3°00 


The Fleming Plumbing Co., 109 Central Avenue, is at 


work on the plumbing contracts of G. E. Hegbug’s resi 


dence at 1414 Washington Street. Northeast. and in the 
dwelling of E. D. Chase, 1418 Washington Street. N. E. 
Worthingham & Co.. 2°99 Third 


Minneapolis, have decided to move their plumbing shop, 


South, 


Avenue. 


ana wil! atter June Ist be located in larger and more 


up-to-date quarters at 513 Second Avenue, South 


W m. 


the trade as journeymen, have decided to start in busi 


\. Harris and Harris, who formerly worked at 


ness on their own hook, and wil! be located at 1511 Fast 


\ 


franklin Avenue, Minneapolis 


Other Minnesota Points. 
\V hite 


tor installing plumbing and 


Lonergan, Bear Lake. was awarded. the 
iter supply SVsten 
in anew lake home for Louis Liftpitz at Bald Eagle Lake 
Mr. Lonergan reports business exceedingly brisk around 


the lakes this spring and has just added two more journey 
men plumbers to his staff, and pure hased a new 5 Ppassen 
ger automobile to carry him from job to job 

J. M. Robb & Co., of Wadena, Minn., were low bidders 
on the plumbing and steam heating in the new state sani- 
tarium at Fergus Falls. | 


The Moorehead Plumbing & 


the contract tor plumbing and steam heating in the new 


lleating Co. has secured 
jal and sheriff's residence at Moorehead, Minn. 

P. J. Gallagher, Faribault, Minn., has been awarded the 
contract tor steam heating in two parochial school build- 
public grade 


ings at Faribault, and the plumbing in a 


school, and Lynch Bros. were awarded the steam heating 


in the Lincoln schoo] 





ie  _ —- sae 


{ Wis consin | 


West 


‘ eeded the 




















Hardware Co.. has sue 
The 


been increased to $30,000, and the following are the new 


Allis —The Neis-Freund 


Smith-Blodgett Co capital stock has 


John Nets, president, who takes charge of mak- 
Tohn 


| 


plumbing de 


officers: 
ing estimates and contracts and ot gceneral affairs: 
\Weitzer. vice-president, manager of the 
secretary-treasurer, who looks 


W hile 


vears owned the 


partment and Nic Freund, 


after the heating and mechanical department. 


these principals have for the past four 
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business, the firm’s name and capital was not changed un- 
til now. 

De Pere.- 
for installing a modern heating plant in th 


X \Woarren hei \ ompleted contract 
passenger 


Ruby 


~ 
= 


station on the Milwaukee road in this city 
Jefferson ihe C. F 
bidder tor 


hall here. at 


] } > os + 
Bullwinkel a. woueut \\ mw tis 
installing a modern heating plat 

hivure of S414 


Manitowoc.—Trippler & Co. were the lowest bi 


jf 
A 
a. 
-_ 
° 


for installing a heating plant 1m 
Ivergreen cemetery Their bid 


was $348 and for a hot water plant $452 




















l-dgerton.—Harry Hain, Frat Livin Hubert 
\rthur have taken over thie Lisi 1) Hain 
estate, one of the oldest and largest hardware stores in 
this section Harry Ha } | + hey ( ( CTC ¢ Th 
the heating and plumbing business a vil e that 
departn Cry n the ney 
South Kaukaun Phe | ! \ 
opened in up-to-date pli 1 ! t nimen 
in the Canl suildin Se ct i Mite hh 
~ " exper an , 1 | ! 1] lye 
Mlal t ) thre ] ~ 
— oo + - * 7 
[ | + 
ndiana 
7 ee oe de ae aot 
Richmond. 
Richt Tie il ! Live tie ns tine 
rece! h in pect iv disturbs thi 
itel ( Cp i | 1] 1] it thre lkirts 
thie I 

if. % ughead has ré I her 
¢ ha l iro < (ont | mid 

lr] Craigvhe }? i le] 
tising a movin sale L fie rth 
t Alay stres his” fi ently ’ ' 
for thre 1)] mil c 'al hye try | | | ] 
Buildi vhich is und nstruct 

lhe fit t AleGrew & Hase St Ived part 
nership. Mr. McGrew will continue ops e busi 
ness \Ir. Hlasecoster will tart a nev hoy is soon as 
he secures a satisfactory locatior 

Ilenry Hieger, one of the oldest thor ember 
in Richmond, is enjoying a. stea un f business 
Henry usually does not have muel!l but he the 
only plumber in Richmond that can make a noise with a 


| 
cut-out on a automobile 

ri. I | Me rhoft has 1ust compfeted thie installation of 
the steam heating tor the Kk. of FP. Buildings 

Wm. Waking, 
cycle Plumber, was one of the firs 
into Dayton Bill had relatives over 


] ' 
Class) 


} . ' ' 
better known in Richmond as the 


or sail a motorcycle 


there, and it was up to him to go Whether the motor- 


cycle he rode was sem] Htted| for floating or diving. you'll 
have to find out from Pill himselt 

John Niewohner reports plent: of worl lie seems to 
have a special run on bath room work. The rest of the 
boys are quietly wondering how he gets i lle con- 
templates building a new shop soon, and he needs the 


long green 
East Chicago. 

\lax Ottenheimer, of East Chicago, 1s a busy man these 
days, as he has a slate full of 
recently awarded him are thre plun 
the lead factory, and 


Ife also has the plumbing 





o Ter Ea AZ 
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t tore t ng of Sol iedman, and Vincennes 
Jor lerod \t the annual eting the election of officers of 
Fort Wayne tiie Vi ennes laste PP] moers \ssociation, held Tues 
Dhie A = 4 § Master PI ers as lay night, Vy ril 8th, the following othcers were elected 
nistheted £90 to. the funds » the Menrees Master President, Robert bh. James e-president, Bert Herr; 
Numbers’ Association in Davton. O. secretary-treasurer Victor Wnouth: sergeant-at-arms 
P. B. Arnold & | has been awarded the « tracts MI. K. Thomas 
bas ins ! the four-story department 
e bnildit WV Z vy under constructio1 a 
Hf. Strole & | \uburn, Ind., have bee varded i 
mitt he installation I 1 stean heating C) h 1 O | 
te tive . ind \ \\ ‘ >" ildings = a 
==oaoome oo 
he pl ! he Y. W. ¢ \. building 
ieries D>, etl ~~ we mpleted the AN ATTRACTIVE CLEVELAND SHOWROOM. 
lat t¢ I ti? ysten ] Ti ‘ rtia 
nM ' , — Much ot the lue of a showroom display comes trom its 
a r, ar plumb n the exemplification of spotless cleanliness. And to have the 
Piildin Ves \ hinevton street right effect on customers the entire room must kept in 
The Fort Way: : {101 Master Plumbers has 
teady in e in its mé¢ ership since the organ- 
:, thy ery ‘ ; The rhe CXDCcl ste dy 
I case ntil all if ite] esta ished pli mbet ive 
Cl . ition 
() R } ] | en enyoyine the pest I 
ane e expe = f take a long nee ed rest 
H ri v e | ter by his brother, Georg 
()' ( 
Gary 
| laloney & | is beet irded the plumbing 
ind heating ntract im the e-story Theatre building, 
al ie plumbin;s nd heating for the Mercy Hospital 
thie ting in the store and flat building of the Ice Cream 
racto and the heatin in the Froebel School Building 
[hie plumbin and heating in the ten-flat building for 
I. Tames has been awarded to Walsh & Heucl Chev Showroom of the Windermere Plumbing Co., Cleveland. 
ire a nishing the plumbing and heating in the Lake 
ntv Poor Farm buildin: this condition. This is one of the noticeable things about 
| S. Andrews reports he has been awarded the plumb the showroom of the Windermere Plumbing ‘¢ at 13550 
nm one six-flat building job, and two three-flat build- Euclid Avenue, Cleveland. At all times the room 1s t1nvit 
obs. and one residence ing and the high grade of the fixtures shows that the 
« Peoples Hardware Co. has closed contracts for rm has no hesitancy in pushing quality goods. 
plumbing ten residence ne small hotel building, and Piqua \. W. Deweese and Il. D. Hartley have been 
, Hat buildin lurin e past fe weeks ippointed by Mayor Kiser as members of a ‘ommiuttee 
urke Bros. are 1 ing-in the plumbing and heating to decide on a plan of campaign to secure a new water 
n the Alschuler Department Stor ilding supply for this city. A committee will meet and take 
[tie plum bing in the store nd flat building of the Ice some definite plan Of action 
aa bactory | een awarded to H. H. Highlands; lronton Both the attorney general and the governor 
Uso plumbing and heating in one store and flat building, of the state has served notice demanding that this city 
ind the plumb nd heating in two residence jobs uild at once a new water works system embracing a 
LaFayette filtration plant to meet the approval of the state board 
lr Gallaghe ' een awarded the contract for t health The council will secure plans as soon as pos- 
In I n the Pub (omtort Station to be talled sible 
n the ¢ rt House. for the sum of $2.000 Sandusky Plans for a sewage system and disposal 
te 1 in in effort t reorganize a local plant, together with the estimate of cost of a waterworks 
tion. and as the recent state legislature failed to intake, has been forwarded to the Ohio state board of 
pass sanitary law, the Lakayette local will attempt to health 
+ ' cecal plumbir rdinance through the citv ( ant The council will appropriate $200 to establish 
une an experimental plant for the removal of iron from the 
vette is to be the meeting place for the state con- itv water on recommendation of Winthrop Pratt, con- 
vention of the United Travelers’ Association the second sulting engineer 
ver in Alay The B. P. O. Elks will also hold their Toledo.—The first down-town comtort station in this 
state meeting in LaFayette May 27th and 28th. Many city will be thrown open to the public next week. The 
mast imbers throughout the state are members of station is located under the Steedman monument at the 
by rean on intersection of Summit and St. Clan Streets It will be 
Huntingburg. pen 18 hours a day and will have men and women 
() \. Schneck. this city, has taken over the plumb- attendants always on duty. This station has some unusual 
ing and heating business of the Schneck Machine Co plumbing teatures 
Rucvrus.—The special election to be held here May 


I] 


mtinue 


at the old stand 


business 
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15th is on the proposition to issue bonds for $30,000 for Ht. PL Fritz & Co., will Soon begin calling on plumbers 
the purpose of building or purchasing a water plant to and plumbing houses to help this causs 
be owned by . Cl 7 ' Bent 1 7 
Cc 0 ed 7 the cits On the Broadway Nationa Pal thy ! t ashville 
\kron.—R. Winthroy ’ratt, sanitary engineer, o! the plumbing contract has been award to Kean & 
~ o e | : 7 ‘ ‘ ‘ " — 
se eland., i. has been retains d by the council to prepare ‘ ralla opner, and tiie neatins ro Sn lor 
. a - ] 
¢ , . --)¢ ] , — , . ra ; ' ‘ ‘ 
pians and Spt \ Tie ALIONS and { i ( port (TT) a Sew cl SC ana rierpri . W | iW er ¢ 1] ‘ ir i } ~ 
y* 7 ¢ y , 4 = ] Bi | . < | ‘ 1] 1, h }- ) ' 4 
garbage disposal plan \Ir. Pratt will have the plans ville. Tent cor enc: , new 
"e% ( * = Vy . : ’ 
I idy in SIXT) d iys lun iy? ( t it = { 117 ’ \ ‘ sé 
ured la ont s for lat 
a cnet A eens A cece al emanate SE | | 7 : | |) \ | | 
VOT bt) oT dae Mmecacrail [ TIsSgO] » f i 1? 
02 nt C thie Re ktord. It] al ademyvy 
RRR ee amen pee ee eee ee 5 i 
oe ee ee ae Se reesdlliiieannenlll ‘ ' ‘ 
(io>T T ¢ ~ tS i cil} il } i ! ? 
| 


Louisville. Your Service.’ and it 1s daine , ; Tl, ' , , 


4 ‘ « - * . | , 7 ’ . . ‘ 7 ¢ «4 ‘ ; | . 4 . 
\ teature ith plumbing VOrnK has been developed Im te Dall } Lif ) 1] 
arel . ] } ' — ee ’ OE 
[outsville trade by John B. Stickler & Son. well-known 
ale ‘ ~ — . miecenmi . ‘ 1, . ] . i | 
Walnut Street master plumbers fhe Stickler firm ha 


made a specialty ff soda fountan installations. thus 


? ‘ | ’ ‘ 
making a play to one of the biggest industries in tl 





country In Louisville, as in other American cities 
_ ie Ac } 1] a. ee j e ts ] ‘Wages 
Silmlial Sia;¢ . «1 vel i ti msallds LB if Wns alia Vi ia & ( - 
there are soda rountains valor Not only do the old r] 
fountains need attention trom time to time, but new oo % | . ches 
rive | ~ rt (i Vs ? ? ‘ iT)? | ( a | 
: ] ] 1 ‘ 1 . ’ il i i i 
ones are being installed constantly, and there is pienty ; ,; 
; : crs »7 Tre rie . + iagyt i “™ 7 | | | t r ‘ ’ ct - = ’ an ra 
work for the master plumber. The Stickle we , he new Hot | ned 
tt work tor the master plumbet le Stickler torces 
- , ‘ ? t ?) ? | } i 
recently completed a job ot connecting the carbonator ‘ 
- ° cité +} \ T111¢ ft ‘ ; ¢ j | ‘ + 
. ‘ = 1 . a ; ti ‘ } l 
with draught tubes and fatcets, installing German silve} . 
= | ' Ld it a deal f t r I t nd 
sinks and making all necessary connections tor the opera 
. . ‘ = ] rhe t 7 yeoed CEE) tix 
tion ot the new $10,000 iceless fountain in the American 
. ie & ' : “17 re Ti ( hat rite l ti fini 
l'ive-and-Ten-Cent Store in Louisville 
' Ti¢ (*¢ rT +7 ; 
foseph L. Otte, a leading Highland master plumber, is ' 
. > I ~ 1) ‘ lhe { ‘ (yi mn nen 
still seriously il with a nervous affection and has not : 
i i \ A . | ar Tive | i} a | T nk 
been able to assume active duty ot any sort Mr. Otte . I ' by 
i { ii¢* } 
has been confined during the entire winter. [lis brother r) ' r 
| i, j ‘ 
1 1 a 1 ' ae ' 
in-law, |] dward Kennedy, iS If: Cnarge Of Thre eSstablisn 
. ral | { ' 
| },- * ‘ a 4 1 ° t) > , liagey ' ' 1 ’ -] 
ment and has reported a frnie VOIUMmMeEe OF} lobbing VOTK 
\ Le , _ t } " . ? st ++ . rs . “~T ‘ . ‘ ¢ leceen fi P 
ts contrat I()] Lile€ iInStalédatIONn OO! ( pierce mew OI s , 7 rt \ ' lat ie |’. -, 7; 
. < 7 ; ~ q* 7 7 : | 
ne 1 st luke ~ Evanee il a] { 111 = i] 11) ouisville VAS 4 . ++ : + ¢ ] ‘ ppl }?] ! he 
recently close c| by the Ic ics }? 1 hy neo {( Oo The worl : Pr 
includes t he installati 1 sr eral I . LS | rane 7 nd 
ind Siop-sinks f 4.000 f f f ! 
] 4 | ] ‘ 
we omplete bath-room_ set: ne rhit ivatories \ eot 


in Louisville by M. J. Duffy & Sons The institution 1s tore and apartment going up on the ° lohn 


. . ‘ ‘ . 17 
now completely equipped with plumbing which will com 

* . _ . 1 7 7 . 4 1 4 11 t ‘ f ad : ™ ; ‘ ’ 
pare favorably with that of any nospital in the city WV tidvat CLormi ie Ly pee V es 


\. J. Anderson & Co. recently secured contracts for the the heatin vork in the $20,000 of uildin ell put 








installation of a new heating system and a complete up im Sharon, P Dy | 
vacuum cleaning system in the Governor’s Mansion, ame concern h ul 
hrankfort, Ky The contracts were awarded by the n this improvement 
State Capitol Commission When the new Libert 
\rchitect Anthony Kunz, of Cincinnati, O., recently CHEN aTEng —_ aa | | 
awarded contracts for the installation of plumbing in thing about the — = | | eiptaial 
St. Agnes’ Roman Catholic School and Parish House in t the m si a arn 
that city. Kelly & Quayne, of Louisville, will handle the irgl ~ a - 7 ae . 
school job and the J. J. Vogelpohl Co., also of this city. untoas | me 
will install the plumbing in the parish house. meg ” nm 3 | _— — 
the at iltrv sul ( la t mine the 
I wert atre i] nt ne I nif t eT 
than the finest country a ni nse nt li 
Te ni n e) S Ss oO oJ imount of carbon product 
Walter Childs, of Mcke ort, J is beet en the 
plumbing ontract in the $18,000 fice building being 
Nashville. erected at Wilson Station ey by the Morris & Rajle 


The plumbing trade at Nashville is taking much interest Steel Co. 


in helping to fix up the Commercial Travelers’ Nursery \t Sharon, Pa., William Burns will do the plumbing in 
at Craggie Hope, Tenn. Wayne Warden, manager of the the $8,000 apartment being built by ©. A. Jones, of that 


Ahrens-Ott Mfg. Co., at Nashville, and H. P. Fritz, of place. 
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Philadelphia. 

P. J. Holt, 240 South 8th Street, has been awarded the 
contract for the plumbing at 421 Walnut Street for Frank 
english and also heating and plumbing at 268 South 
2nd Street, for E. A. Nice Co 

The plumbers have been very busy lately installing 
water meters for property owners, since the city relin- 
quished its offer to install them free of charge. 

C. F. Bachler has several heating contracts on hand 
for the coming season 

P. Sneller has opened up an attractive show room at 
615 Catherine Street and is now carrying a general line 
of plumbing and heating business. W. W. Sutterly, South 
52nd Street, has been awarded the contract to install 
heating and plumbing systems in the new theater which 
is being erected in Kensington for F. Michaelson 

\. Wilt & Son, 2224 East York Street, have been 
awarded the contract to make extensive alterations in 
the plumbing system in the high school here 

Pearl & Bauman, 2450 Emerald Street, have been 
awarded plumbing contract to install new plumbing in 
the properties at 2451 and 2453 North 9th Street. 

Chas. Jann, 412 Green Street, has quite a number ot 
new bath rooms to install, and reports business good 
for this season ot the year 

G. W. Arnold, Keyser Street, Germantown, has been 


iwarded contract to install plumbing in the apartment 
house which is being erected by B. P. Evans on Sey- 
mour Street. 

N. W. C. Uher, 4634 Woodland Avenue, is making ex- 


tensive alterations in the plumbing system at the Home 


bel Incurables. \\ ¢ =f Philadelphia 
| 
Thomas J. Holmes 


Street and Greenmount Avenue. has removed his stock 


Maryland 


—— i 











Baltimore. 


for the last year located at Biddle 


ind fixtures to 1909 Greenmount Avenue. 

The salesrooms, machine shop and equipment of 
lhomas ( Basshor & Co. at 28 Light Street, have been 
purchased from the receivers of the company by the 
(rook-kKries Co. tor $65,000. 

The Highland Plumbing Co. is the name of a new 
concern with offices and work shops at Patterson Park 
\venue and Jefferson street 

Wilham B. Eckhard & Co. have removed their stock 
and fixtures from 511 West Franklin Street to 600 North 


Eutaw Street. 













Massachusetts 


Boston. 

Thomas L. Pratt, an officer in the local plumbers’ union, 
Number 12, has been adjudged in contempt of court by 
Justice Loring for violation of an injunction restraining 
officers and men from interfering with the business of 
Pierce & Cox, plumbers, and acting in pursuance of an 
alleged conspiracy to compel that firm to employ only 
union journeymen. The injunction was issued April 16. 
[t appeared that Pratt was not aware that he was disobey- 
ing the court order and so was let off upon paymert of 
the costs of the case, $21.84. The case was the outgrowth 
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of a bill which was brought by Pierce & Cox against the 
Elizabeth Peabody House Association and various labor 
unions seeking to prevent the termination of a contract 
which they had with the association for plumbing a new 
building, and to prevent the unions from interfering with 
work on other buildings. Among the buildings was one 
for the Boston Museum of Fine Arts and it was alleged 
that Pratt caused the museum to rescind its contract 
under threats that a general strike would be called unless 
the contract with Pierce & Cox was ended. The firm 
was subsequently ordered off the job. Contempt proceed- 
ings were instituted against Pratt and when the case 
came up for a hearing Pratt admitted he did the acts 
complained of but said that he was not aware that he 
was violating the injunction. It was explained to the 
court that no copy of the original injunction was ever 
served on Pratt and that he had no knowledge of it ex- 
cept what he had heard told in court at the time of 
its issuance. 

Webster.—Herman Kindler, agent of the board of 
health, is preparing new plumbing regulations for the 
town. Conferences have been held with the master and 
journeymen plumbers and it is expected that the new 
draft will be ready soon. 

Worcester.—New plumbing for the Janesville school 
house, to cost about $1,100, 1s asked by the school board. 
The question of appropriating the money will be passed 
upon by the city council soon. 

Leominster.—M. J. Butler, the new inspector of plumb- 
ing, entered upon his new duties on May 1. The town had 


been without an inspector of plumbing for several vears. 
Ss se a ee ee —__ eee, 
C © , i) 


sridgeport.—The contract for the plumbing in the new 
building on East Main street for Nathan Engleman has 
been let to A. E. 
Waterbury.—John M. Gill has been awarded the con- 


Roberts. 


tract tor plumbing, metal work and roofing for a new 
theater to be erected in Naugatuck for Frank Brothers 
of this city. 

New Hartford—George T. Smith of Collinsville, has 
bought the plumbing and hardware business of Henry T 
Smith who has been in the business here for over twenty 
years. 

Rockville—The plumbing and heating business of Wil- 
lam Zimmermann has been taken over by the Kuhnly 
Plumbing & FHleating Co 

Fairhaven.—Charles E. Bray, who has been in the 
plumbing and stove business tor more than forty years, 
being located recently on East Grand Avenue, is to re 
tire from business. Mr. Bray succeeded his father, the 
late Judge Bray, who was in the same business for many 


years. 


Buckfield, Me—Alfred Ingalls has bought the interest 
of ©. A. Roberts in the plumbing business in this town 

Salmon Falls, N. H.—An appropriation of $1,000 has 
been made by the town for installing new toilet arrange- 
ments in the Franklin school and for making changes in 
the sanitary arrangements of other school buildings. 

Providence, R. I.—The American Plumbing Co.. which 
has been located at 56 North Main Street in Arnold 
Block, has removed to 19 South Main Street, four doors 
helow College Street. The new location offers advantages 


for a better display room and increased facilities. 


May 10, 1913. 











Plumbing Department. 


Soldering Apparatus. Walter Ulbrich, Leip- 
A soldering burner comprising a chamber 


1,054,060. 
zig, Germany. 
for vaporizable fuel, a nozzle joined to said chamber and 
communicating therewith, a tube entering said nozzle, a 
compressible bulb for forcing air through said tube into 
said nozzle, and a valve outside said chamber controlling 
the communicaton between the chamber and the nozzle. 


Edward I. Niedecken, Mil- 
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for supporting the cover and the telescopic section 


elevated position. 


1,054, 


438. 


Drainage-litting. 


Royersford, Pa. 


Ina 


Raymond 


H Nite hell, 


water 


closet 


fitting, the 


tion 
wall 


with a circular inlet 


member including 


cl 


combina- 


evlindrical 


and 


an 


annular 


flange 


respect to its axis, and a cylindrical outlet member; 


members 


having 


their 


aXe@s  V\ 


bend comprising a single cast 


Ot 
metal tube 


rertical: 


extending transversely 


a Watel 


of circular 


section, of uniform diameter from end to end there 


axes of its opposite ends being at 


other: 
their axes extending at right 


ot 


said 


and, 


end ee 


having 


the 


aacs 


axis of one of said ends: said 


tarily and in the direction of its length in 


said outlet 


two 


with 
said 
( l set 


CT ¢ | ie ee 


ft, the 

right angeles to each 

SCcCreWw th readed apertures with 
angles to the axes of both 

of said apertures intersecting the 
tube being adjustable ri 


























Connecti 


member; and, being adjustable rotaril 











ind the 





.O5- 023. N ixin re V< lve. - ~ " : 1 ° °* 
1,054 _ fixing — ; direction of its length, and angularly with respect said 
waukee, Wis. In a mixing valve the combination of a ‘ail ; 
; inlet member. 
case having inlet chambers with supply connections and 
a separate mixing chamber with a discharge connection fire Peep + FI ae = m 
1 ™~ 
° ° ° ° ° a ‘ ‘} " 4 
communicating with the inlet chambers through openings a Ape ‘ . 
~~ as £ i. 
in the intervening partition, interchangeable valve seats :. , Ne » 
. ; , ' . , pes 7 Na. ee. a. ee | 4 » 
removably fitted in said openings and formed with ports a ES SET. ST, 197 a 
« rr . ° , . 0 | - - ss 
of different areas, interchangeable valve disks fitting said ee sy Aho} | | . . , 
seats, graduating plugs of different sizes fitting said ports eee me Ane mM “Ss 
° bd S ° om / sf ~ r y | ~ 
and detachably secured to said disks, a yoke with which nn es Ls | : 

: : ; | ieee , - 
said disks are removably connected, and an operating | yi - 
stem passing through the case and connected with said lta. : me" 

i } hes; * 
so i / } 4 AR, ° ? ’) 
yoke , guna ' ig oe. Ae : —! wal cy 
‘“ t wf ; ies «! 7 4 * 
fr — os —— peng “0 
/, — 3 ? 
(— Sn al 4 Le i 8 
| e é4 id aL. a" 30 
- fest Pwr") an ANT LINE 
_ + ++ - a 
a im 1.054.854 
1048S 477 - YY. —_ 
Saheibeeand 1.048.477. Dust-Collectinge Systen Williat 
’ 054,028 . : , , ' ' , 
1,004, ton, Saginaw \lich In a system of the | 
scribed, a fan, leads extending to different 
adapted to supply the tan to its normal cay ul 
ror effecting communication between thi 
lected lead, operating means therefor exten: re 
operable from any area to effect communicat 
the lead ror said area and the ian, aif l 
erable from any area to maintain the ALY’ HUST 
position, and means for automatically restoring lve 
to connection with a predetermined lead 
locking means 1s released 
1.O54.854., \ttachment ts Bath-Tul . 
lisher, \sheville. N. ‘n it tar Li ley th 
comprising lazy tongs, having their termina 
\ ided with slots, brackets rode hably lp { Lif 
tones on a bath-tub and pr l ith pit | en 
1,053,865 a. ; | 1] 
: eaging the lower slotted | L ton ) 
OF Os = : ' ' 
1.004,4 being provided with vertical its medial t said 
pivot bolts on said lazy tot tending throug! 
P .- : . r ~ y } ’ . 4 + ; t | , ) | ie ]-4 cl ] ? 

1,053,865. Garbage Holder and Strainer. John Web bracket slots for clamping] RINSE “id ta 
ster Pheils, Toledo, O. A device of the class described their several adjusted positio t hollow annu en 
; aa 4 : : i . 4 " carat | ] lic hy] emi 1 f hie Type lett 
including a garbage receptacle, means for inclosing the provided with pins  shidabl Nngaging te up] (OU 

J . . . : ° CY y P va - . 4 crc , 7 tere] | r¢ } | 7 F ’ ‘TY 
same provided with a cover, an upright garbage conduit legs of said lazy tongs | nterchangeabls p i 

. . ° ° . l- P — ~ : ys . ( treors ¢ he} lif C Ta } | tA ( 
pipe having a telescopic section connected with and car- lavatory or sitz bath at different heights, said a" 

m » . . ‘- - oe 2m¢ a C pitts Goh ral t r ban , é ’ 
rying the said cover and permitting the same to be lifted being perforated to constit a spray uevi mCcal 
- ” 6 a ° e - ‘ : . ° oy peek we - 1 oy 1c e saith ‘ ' 7 ) 1, ; 
from and replaced on the said inclosing means, a bail for connecting said spray dey adibnniitine atn 

; 7? 

connected with the telescopic section, a pulley mounted nOZZIe 
on the garbage conduit pipe and located above the said 1.052.352. Hose-Bib Geol Livengood. Vall: 
section, a flexible connection arranged on the pulley and Walla. Wash In a device of the class describe the 
. ° ° - 7 > 4 ¢ | 1 ry ler ‘ > ? -7,] ‘ | ’ 
having one end connected with the bail, and a weight combination with a fluid supply pipe, a ntrati an 
° - - ] f ' ] ’ 2f 
connected with the other end of the flexible connection neled head secured thereto and having a conical oute 
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Nopack Faucets Make 
Satisfied Customers 


Satistied 
customers 
build up your 
business. 


abie Set Screw 


»b No < 


NOPACK Ad 
} lans es 


17) 
: 


If you render a bill according to time 






and material used 


when you repair a leaky faucet, your customer thinks he 


is being robbed and takes his 
make your bill according to 


are out ot por ket 


Your 


trade 


elsewhere. If you 


customer's idea, you 


Nopack Faucets Will Not Leak 


Nopack Brass Manufacturing Company 


Main Office and Works, 
Du Bois, Penna. 


Philadelphia Office 
527 Perry Bldg. 














Notice This 
Clamp 


Here is where the 
Mark Kit Vise is 
different. The 
Clamp hooks onto 
the vise and grips 


the bench like a bull- 


dog. The vise cannot 


long as the clamp is screwed down, 
but when you loosen the clamp, the 
vise simply unhooks. You can use lag 
screws if you want to, but the 
clamp is handy for the bench 


— 


or the tail board 








Mark Manufacturing Co. 


P. O. Box G, CHICAGO 


be moved as 


of a wagon. 
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ae | 
‘ 110nN 


lirlace i AsiINnYg sf 
arried by the head for 
Increase or decrease the 
7 » ] j ] 1 
mead, a SECONG Casing sec 


and having a hose nipple 


through said second casin 


‘tion 
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fitting upon said head, means 
the to 
friction between the casing and 


secured to the first section 


adjusting casing section 


thereon, a valve stem passing 


e section and threaded into the 


head. and a valve disk swiveled on to the end of the 
ilve stem and adapted t lose the channel through the 
head 

1.052.38 nl. Rodolto Schell. Providence. 


alt TO \ne 


relo R. De Pasquale, 


issignor of one 

Pr dence, R. | \n improvement in flushing tanks com- 
prising a tanl bulbous casting provided with an internal 
partition forming a trap, the outlet branch of said trap 
bye Ing extenade d lownwardly, means « ngaging the extended 

rtior said casting secure the latter in position, 
ud casting being alse ided with an upwardly pro 
ectil inlet branch connected ith the inlet branch of 
he trap b laterally extending ne having a flattened 
top surface iid inlet ari nd said inlet branch forming 
ntinuous nduit which gradually diminishes in diam- 
ter as ap iches the outlet, the narrowest point be- 
ing located intermediate of the ends of the inlet branch 
f the trap, an inverte p normally resting upon said 
flattened portion and niform diameter, and means for 
raising  f tart the fl water 



































vent pipe extens 


nections, and a vertical 


ad HoT 


connections, and 


tical and 


partition 
the 


“CDpafa 


from said closet conn 


set connections 


parti 


ited Jutting joseph G. Huss 
ing constituting a part of a so 
yt) itely iT ; Loti oO : +pc = i 
ppositely projecting integral! 
, and also having an upwardly, 


1on ‘ach of said closet co: 


tion petween said two closet 


ontal partition overlying said vet 


ting said vent pipe extension- 
ections, except at the receivin: 


ends of said vent pipe extensions. 


Aluminum-So 
An improved 


1,052,693. 
Hill, N. J. 
mixture of approximately 
phosphor-tin, and 30 per 


set forth. 


Ider. Richard Seifert, Unio 
aluminum solder, comprsing 
38 per cent pure tin, 32 per cen: 


cent pure zinc, substantially 
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Heating Department. 
30 DAYS’ FREE trial. Your 
money back if you are the 
least bit disappointed. 


1,054,661. Chain Pipe-Vise. George Amborn, Chapin 
ville, Conn., assignor to J. H. Williams & Co., Brooklyn, 
N. Y., a corporation of New York. In a chain pipe vis: 
Economical 


Reliable 


. | Efficient 
ASBESTOS err SBESTOS 


CEMENT CEMENT 
THE PORTER 

Chapinville, Conn., assignor to J. H. Willams & Co.. A : HYDROCARBON 

Brooklyn, N. Y., a corporation of sine York \ — BURNER 


pipe vise including in combination a pair of Jaws and a 


chain operating in a plane between said jaws, a bed plat: 


or the like, the combination of a body comprising a bed 


plate and jaws, a chain, a lock at one end of said chai: 





located on the body of the vise, a lever engaging the op 


posite end of said chain, and a take-up mechanism located 





in front of the vise. 


1,054,662. (hain Pipe Vise or the Like George Amborn, 28 GUAGE 






carrying said pair of jaws fixedly and said chain adjust can be readily attached to any Heating 


ably, one end of said chain being fast and the other end Boiler, Gas or Gasoline Hot Water Heater 
ws) ’ asse Ver < pe su TTC ) said laws ind . , ‘ny: , 

free to be passed over a pipe supported on said jaws and or any Coal Burning Outht. Quick heat 
to be locked at determined intervals in its length so as .. 2 | 

; maggie | Kasily regulated. No Smoke. No odor 

to embrace pipes of different sizes, and means for ther 

after pulling both ends of said chain to tighten it on th: Appeals to the housewife because it saves 


pipe. labor and does away with dust and soot 
Only ruccessful lou -grade A erosene ur Lis 
tillate Burner on the market Complies 


with smoke ordinances. 





Inexpensive. <A proht-maker. 


Write for Circular and Prices. 





1,054,663. Chain Pipe-Vise or the Like. George Am Porter Hydrocarbon Burner Co. 


born, Chapinville, Conn., assignor to J. H. Wilhams & Co.. 51 E. Ferry Street, St. Louis, Mo 

. , : - ; ; . , . < w . 
Brooklyn, N. Y., a corporation of New York \ chain 
pipe vise including in combination a jaw, a fixed bed plate 














upon which said Jaw is carried, a chain and a cross-piec 
located below the bed plate and connected to one end ot 





the chain, said cross-piece having a lock adapted to en 


= 
gage the other end of a chain. and means tor moving said Here IS Y our i hance 


cross-plece. 


1,054,664. (hain Pipe-Vist or the Like. George Amborn. to Learn Something 


Chapinville, Conn., assignor to J. Hl. Willams & Co 


Brooklyn, VN Y.. a corporation of New York \ chain About Vapor Heating 


pipe vise including in combination a bed plate .\ upon 


—_ 


which are adjustably carried a pair ot jaws S, means for We |} . blished kK Ned 
; ate - 4 ar. > nave ) ; a new b ciet Caliec 
cuiding said jaws relatively to said bed plate, a chain fix- © Rave jum Poses a Nel — on 


edly connected at one of its ends to said bed plate and CAPR TAY Ii ARTS 


adapted to he adjustably locked at it's other end to said 


plate, said jaws being provided with inwardly extending ) — 
‘ t gives practical reason hor Une Li} o< 
meetings lugs Y and being fastened together by means of S * oh | ' : 
r ; . . WOrityv of this ethod ot heatin It pont 
a bolt V, and a take-up device tor moving said jaws to MOTItY © 7 1} ' a hy 
| hai yUSt WH S petter than ordinar' 
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Sell more water sys- 
tems with less effort 




















Why work so hard selling pneumatic water 
supply systems when the Hloosier will al 
most sellitself?) \Why not sell more systems 
with less effort? You can do this if you 


nave the agency tor 


HOOSIER 


Pneumatic Water Supply 
Systems 


Hoosier oystems Al 


made by a firm which 


has catered to the farmer for almost half a cen 
tury and recognized the world over, by 
dealers and consumers alike, for its squareness 


} 


and its thoroughly high grade merchandise 


When you sell Hoosier Systems you do not 
have to introduce the name or the manufacturer. 
(he farmers of America have confidence in the 
trade-marks “Hoosier” and “F. and W.” When 
they see these they know they are going to get 
full value for their money. This is why you can 


sell more water systems with less effort. 


Let us send you our No. 78 catalogue showing 
our big line of Hoosier Pneumatic Water Sup- 
ply Systems. It is a veritable encyclopaedia of water 
supply goods. Ask for our discount sheet, too. You 
will be surprised to know how reasonably a high 


grade system can be quoted. 


Flint & Walling Mfg. Co. 
670 Oak Street, Kendallville, Indiana 


Hoosier Pneumatic Water Supply System, Star Windmills 


Hoosierend Fast Mail Hand, Windmill and Power Pumps‘ 
Hoosier Galvanized Steel Tanks. 
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1,055,117. Valve. John B. Woodworth, Syracuse, N. Y., 
assignor to The Syracuse Faucet & Valve Company, Syra- 
cuse, N. Y., a corporation of New York. A valve com- 
prising a body having a valve seat associated therewith, 
said body being formed with a passage, a valve head mov- 
able toward and from the seat, a rotatable stem located 
in the passage and slidably connected to the valve head, 
a sleeve journaled in the body and rotatable with the 
stem, means directly connected to the sleeve for moving 
the sleeve about its axis and rotating the stem, and an 
opening member separable trom the sleeve and co-acting 
directly with the stem for rotating said stem, substantially 


as and for the purpose described 


, 
{ 


i 
—_ 




















1.055.318 Pipe-hbitting \lvin C. Casavant, Gardner, 
Mass \ fitting for connecting the discharge pipe ot a 
radiator or steam coils with the return pipe of a steam 
heating system having, in combination, an inlet branch, 
an outlet branch, and a valve removably secured in the 
fitting provided with a central passage and a plurality of 
intersecting passages to allow the escape of water of con- 
densation, the central passage forming the sole communi- 
cation between the two branches and being completely 
filled with water to prevent the escape of steam during 
the normal operation of the radiator, substantially as 


described. 








May 10, 1913. 


1;054,708. Chain Pipe-Wrench. Arthur L 
Springfield, Mass. A chain pipe wrench comprising a 
handle and duplex tapered jaws on the end of the handle. 
a chain comprising a plurality of links pivoted at one end 


\loore, 


to the handle between said jaws, and a clip comprising a 
U-shaped body of spring metal formed with shoulders 
engageable with the handle and opposing spring jaws hav 
ing inset terminals adapted to hold said jaws in clasping 
position on the handle, the end portion near said shoul 
ders being pivoted to the free end of the chain and said 
clip being adapted to be adjusted to various positions on 
said handle. 

1,054,688. Heating and Ventilating System Dock D 
Harr, Minneapolis, Minn. Jn a heating and ventilating 
system, the combination with a smoke pipe and a drum 
heated therefrom, of a foul air pipe extending upward 
and opening into said drum, a foul air discharge pipe hay 


i 


| 


ing an open receiving end within said drum, and a foul 
air pipe extended downward into said drum and opening 
into the said foul air discharge pipe 


1,054,708 
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1,055,193. Regulator. Frederick Leonhard, Cleveland, 
Ohio. In a device of, the character described, the com 
bination with a valve casing having a water inlet and a 
water outlet, a valve within said casing governing the 
passage of water therethrough, a differential valve within 
said casing, means permitting the flow of a small amount 
of water behind the said differential valve head, a hollow 
member, the interior of which communicates with the 
interior of the valve casing, a cup-shaped member mount- 
ed upon said hollow member, a chambered member 
mounted upon the cup-shaped member, a diaphragm in said 
cup-shaped member secured at its periphery between the 
cup-shaped member and the chambered member, a dia- 
phragm forming a closure for said chambered member, a 
valve stem extending through the said chambered mem- 
ber, and into the cup-shaped member, means for secur- 
ing the said valve stem to the diaphragm which forms the 
closure for the chambered member, a valve head within 
the said hollow member and extending into the cup- 
shaped member, the said valve head being secured to the 
valve stem and the diaphragm within the cup-shaped 
member being secured between the valve stem and valve 
head, the said valve head being adapted to control the 
opening between the hollow member and the valve casing 


Pittsburgh Master Plumbers are anxiously waiting for 
the specifications for two large Cleveland, O., jobs, 
which will be ready ere long. These are the new 
$3,000,000 May Department Store building and for the 
twelve-story hotel proposed for Cleveland. Architects 
Fulton & Taylor, of the Permanent Building, Cleveland, 
O., have the plans for the new hotel. 
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design and = build lwenty years of con 


stant study and effort are concentrated 


for your use and COTVCHICMCEe iF 


OSTER BULL DOG 
PIPE-THREADING 
TOOLS 


In the tool illustrated the working parts are 
reduced to the fewest number possible to an 
etheient tool. Breakable small parts) and 
bothersome bushings have been done away 
with altogether 

Simplicity of operation is secured by the use 
of Oster Self-Locking Dies and Oster Selt 
Locking Guides No re-setting is necessary 
To remove the pipe, release the dies and litt 
the pipe off the thread without turning back 
over the newly cut thread 


Each of these features 1s illustrated and 
described in complete detail in the booklet 
shown on the coupon below \ free copy of 
“The Bulldog Tale” is waiting your reply 


The coupon makes it easy to write today 


The OSTER MFG. CO. 


2160 _ 61st Street 


CLEVELAND, 
OHIO 











Kindly forward me your free booklet 
‘The Bulldog Tale,” and catalog 26A 
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Pay Me 
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SALESMAN WANTED FOR TEXAS 
territory Men experienced in selling 
Plumbing and Heating Supplies Give 
reference and record in first letter. HIG- 
SINS COMPANY, SAN ANTONIO. TEX- 
AS tf 
WANTED—SEVERAL SALES MEN 
alling on plumbing rade to handle 
plumbing specialty as side line (commis- 
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health. Jefferson Heating 
erson City, Mo. 5-3, 10 
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Government Proposals. 


TRE 


of 


ASURY DEPARTMENT, OFFICE 
Supervising Architect, Washington, 

April 22, 1913. Sealed proposals 
at this office until 3 
on May 26, 1913, and then 
for a new air-lift pumping plant, 
cooled drinking water supply sys- 

at the United States post office, 


opened, 
anew 


tem, ets 


Oklahoma City, Okla., In accordance with 
the specification and drawing, copies of 
which may be obtained from the custo- 
dian at Oklahoma City, Okla., or at this 
ofti at the discretion of the Supervis- 
ing Architect ©. Wenderoth, Supervis- 
ing Architect 5-3, 10 
WE PUBLISH: 

PRINCIPLES AND PRACTICE OF 

Plumbing. By J. J. Cosgrove. A com- 
plete handbook on this subject. Fully 
illustrated. 


Bound in cloth; postpaid, $3. 


AIR VALVES FOR STEAM HEATING 
systems. By W. H. Wakeman, author 
of “Engineering Practice and Theory.’ 
Postpaid. 25 cents 





rHIT - adhe DRAINAGI¢ SYS- 

By J ; An invalu- 
to sini who install iron pipe 
Bound in cloth; 150 pages; 5% 
postpaid, $2. 


( Oos2L2zrove 
able aid 
Systems. 
x8% in.; 
“RULES AND DATA ON FAN HEATING 

and Ventilation,’’ or ‘“‘Flow of Steam 
Through Pipes’’ will answer the questions 
that have puzzled you. Practical. Blue 
print form. Thomas Tait, Moline, II. ; 
8-1 





A MANUAL OF “TECHNICAL PLUMB- 
ING AND SANITARY SCIENCE. By 
S. Barlow Bennett, Consulting Sanitary 
Engineer. Treats of every branch of 
the subject in a clear and practical man- 
ner; especially adapted to the needs of 
those making a thorough study of sanita- 
tion and public health. 9%x6 iIn., 300 
over 400 diagrams and photo- 
bound in cloth, postpaid, $2.00. 


pages, 
graphs, 








Remittance to be 











TABLE LOSS OF PRESSURE PER 
Lineal Foot in Ten-Thousandths of a 
Pound of the Different Coefficients of 
Friction, by Isaac Chaimovitsch, M. E 
Price 50c Postpaid 
SEWAGE PURIFICATION AND DIS- 
posal. By J. J. Cosgrove. An _ ex- 
haustive and reliable work on this vital 
subject. Fully illustrated. Bound in 


cloth; postpaid, 





HISTORY OF SANITATION. By J. J. 
Cosgrove. History of the plumber’s craft 
from the time of the primitive man up 
to our own day. §88 illustrations. Bound 
in cloth; postpaid; $1.50. 





PLUMBING ESTIMATES AND CON- 
TRACTS. By J. J. Cosgrove. Contains 
much valuable information for the mas- 
ter plumber, pointing the way to con- 
duct the business of plumbirg in_ busi- 
ness-like manner. Bound in cloth; 210 
pages; 5%x8% in.; postpaid, $3. 





A PRACTICAL MANUAL OF STEAM 

AND HOT-WATER HEATING. By 
E. R. Pierce. Authoritative treatment 
of the subject for the everyday steam 
and hot-water fitter. Brings forward 
fundamental principles by which conflict- 
ing tables are reduced to an easily un- 
derstood and common working basis. 
Overthrows false ratings and creates a 
new era in heating values. on 5% x8% 


in., 359 pp.; Fi canenenieen $2.5 
MODERN PLUMBING {[{LLUSTRAT- 
ED. By R. M. Starbuck. 400 large 


Fully illustrated by fifty- 
five full pages of detailed engravings, 
which have been made 2pecially for this 
book. The only thorough and practical 
work issued on the modern and most ap- 
proved methods of plumbing construc- 
tion. Illustrating and describing the 
drainage and ventilation of dwellin 
apartments and public bulldings, etc. T e 
standard work for plumbers, architects, 
builders, property owners, and for boards 
of health and plumbing examiners. 
ASotee and used as a reference book by 
the United States government, in its san- 
itary work in Cuba, Porto Rico and the 
Philippines, and by the principal boards 
of health of the United States and Can- 
ada. Price $4 


quarto pages. 
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GOODS FOR NEW 


Station, 


74 Stratford Street, Highland 





ACCOUNTS SOLICITED FOR PLUMBING 
ENGLAND 
KRANK M. MILLS, Manufacturers’ Agent 


BOSTON, 
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trated booklet *‘ 
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it Will Pay You to Investigate the 


INGHAM 


Maximum Comfort, ay and Economy. Write for free illus- 
‘A Good M 


IMPERIAL BRASS MANUFACTURING COMPANY 
Dept. 194, 1226 W. Harrison St. 
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Look for "The Bell’’ 











375 Market St. 








THE ONLY WASHER THAT WILL STAND 
HOT WATER AS WELL AS COLD 


stamped on every washer. 
Have you used the Bell Fuller Ball/? 
will pay you to try it. 
Manufactured only by 
ESTATE OF ANDREW BELL 














If not, it 


Newark, N. J. 





Roughing-In House Drains 


A complete guide to the work of roughi 
the sewer to the finishing length of the soil and vent stacks, giving each 
step to be taken and telling how and why it is done. 
184 Pages. Bound in Boards 


DOMESTIC ENGINEERING, 


ng-in plumbing, from the digging of 


Postpaid, 50 Cents. 
445-447 Plymouth Court, CHICAGO 


























Kindly quote “Domestic Engineering” 
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